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Htdbographio OmoB, } 
Portland, Me., Dec. 31, ISdH. ) 

To (he Honorable Oommissionera in charge 

of the Hydrographic Survey of Mame--^ 

John A. Poob, A. D. Lookwooo, HAinfiBAL Haiiijk:^ 

OenUemen: — ^The material represetited in the Gompendlnm of 
Statietics hereinafter following, has been collected by means of a 
series of circalars and by letters addressed to the municipal offi- 
cers of cities, towns and plantations, to the proprietors of water- 
power and the agents of water-power companies. Returns have 
been secured from 371 municipalities out of 425 to which commn- 
nications were addressed. Nine ioumskips also have volunteered 
information respecting their water-power, a fact worthy of notice 
since no circulars were issued to unincorporated places. 

The number of water-powers embodied is 1,955. As to the 
amount of working energy which these possess, it is of course 
impossible at this stage of our undertaking to form any other than 
a very rude estimate. It can hardly be questioned, however, that 
in the present undeveloped state of their reservoirs, natural and 
artificial, they will sum 300,000 net horse-powers. A part of the 
data upon which this conclusion is based may be stated. The Penob- 
scot between Treat's falls at Bangor and the falls at Oldtown, both 
inclusive, is estimated on the basis of a former survey to furnish 
40,000 horse-powers, gross measurement ; the "Piscataquis Rips'' 
at Howland and the privileges at Winn combined, will doubtless 
famish 12,000 horse-powers. On the Kennebec, Augusta gives 
5,000 horse-powers, Waterville 8,900, and the following towns, as 
estimated from somewhat imperfect data, Emden and Solon 4,980, 
Anson and Madison 9,000, Skowhegan 5,700, Fairfield 7,300, etc. 
On the Audroscoggin, Lewiston (three powers) gives 14,500 horse- 
powers, gross, Brunswick about 8,600, Lisbon 6,740, Livermore 
3,200, Jay (three powers) 4,950, Rumfbrd 21,000, etc. These 
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combined farnish about 150,000 horse-powera, gross measarement, 
and snitably applied will net over 105,000 horse-powers or 6,300,- 
000 spindles, nearly fifteen times the number operated at Lowell. 

The powers specified, it is to be remembered, are only the prin- 
cipal falls on the lower sections of the main rivers. To these 
require to be added the hundreds of powers upon their tributaries 
and at the outlets of our hundreds of lakes. To these also is to 
be added the power not represented in these returns and hardly 
suspected to exist, which really does exist upon even our main 
rivers in their lower sections, but which the unpractised eye of the 
common observer does not discover. Such is the character of our 
rivers, both great and small, though not of all in equal measure, 
as to the hardness of their banks, their ledgy channels, their inlia- 
bility to destructive flowage upon elevations of their surface, that 
they are susceptible of being to a large extent converted each into 
an unbroken series of water-powers from mouth to fountain head ; 
each dam ponding the water back to the privilege next above, and 
so on, until nearly all the descent of the stream is turned to use 
for motor purposes. The powers thus susceptible of creation by 
human skill and the investment of capital, are not represented in 
this Report. They remain to be disclosed by more specific inqui- 
ries and by explorations in the field. They now appear only as 
tracts of river of somewhat stimulated rapidity and quite unsug- 
gestive of manufacturing capability, but are in reality among the 
most valuable of powers for practical use, being sustained, when 
once appropriated, by comparatively long and large ponds formed 
by the dam, upon the river itself. These powers, 1 say, in their 
several varieties, require to be added to the short list detailed, be- 
fore an adequate estimate can be formed of our water-power in 
even the portion of the State ostensibly represented. 

The figure before given is much too small as an index of the 
power that can be obtained in the represented territory by the 
appropriation for storage purposes of the numerous and large 
reservoira connected with the rivers. This may be inferred from 
one or two facts which 1 will state, borrowing them for the purpose 
from the materials already accumulated and elaborated for the Final 
Report. 

The mean head raised by dams upon the Umbagog lakes is eleven 

feet, which involves the storage of over 30,000,000,000 cubic feet 

of water. This storage is effected, it will be noticed, from the 

-ai^plus of the spring snow-meltings, and will l;herefore, during the 
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process of accomplishment, not impair the manafactaring capacity 
of the Androscoggin, which has during the period of storage an 
immense snrplos over and above all possible manufacturing de- 
mands. Suppose now it be required to treble the power at Lewis- 
ton. For six months in the year the natural flow of the river is 
sufficient to multiply the power three-fold without the aid of stor- 
age. For three of the remaining six months, or more definitely, 
for the working hours of about seventy-eight days in late summer 
and early autumn, not far from 9,700,000,000 cubic feet would have 
to be disbursed from the reservoir to treble the power. For the 
remaining three months, during which the river would be at a stage 
intermediate between low run and the three-fold stage sought, 
about one half as much reservoir water would i)e required, or 
4,800,000,000 cubic feet, to bring the natural flow to the required 
flow ; so that after having raised the power two hundred per cent., 
there would still remain 15,500,000,000 cubic feet of storage for 
further use and to supply the necessary waste of water in the 
hours of non-use. The net power on the Androscoggin within the 
limits of Lewiston is now 10,666 horse ; so that the astonishing 
<^ggi^6gate of 31,998 net horse-power can be obtained in this single 
town without quite half exhausting the reservoir of the Umbagog 
chain of lakes alone. This is fifty per cent, more than the total 
sum of water-power in use in the whole kingdom of France a few 
years ago. 

The dam at the outlet of Mooseh^ead lake commands a head of 
seven feet over the whole surface of one hundred and twenty 
square miles. By lowering the channel of the outlet, a bead of ten 
feet can be secured, and this head, it is estimated, the country 
tributary to the lake will furnish every or nearly every year, out of 
the surplus of the spring snow-meltings. A head of ten feet would 
give about 33,000,000,000 cubic feet of reserve water. To increase 
the present mean summer run at Augusta— 175,500 cubic feet per 
minute for eleven hours a day — ^by two hundred per cent, for the 
working days of the ordinary period of low run, would consume 
about 18,000,000,000 cubic feet, leaving about 15,000,000,000 for 
water waste and for the deficiency (below the treble stage desired) 
in the months anteceding and following the three of lowest run. 

It is to be remembered that the 33,000,000,000 cubic feet on the 
Kennebec are available not upon the 15foot fall at Augusta alone, 
but upon much the greater part of the whole descent of 1,071 feet 
from Moosehead lake to the tide ; that the 30,000,000,000 cubic 
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feet on the Androsooggin are available (thoagh not wholly in onr 
own State) in their fail of 1,256 feet from Umbagog lake to the 
tide at Brunswick ; so that upon these two rivers the natural low- 
run power is susceptible of increase by hundreds of per cent. 
Great however as is this increasei it is relatively less than can be 
attained upon some of our smaller rivers whose reservoirs are rel- 
atively larger, as the St. Oroix, the Presumpscoti and the Fish. 

It would seem therefore a very moderate estimate that the power 
in the represented territory can be increased as a whole one hun- 
dred per cent, by the use of its associated storage basins, or to . 
600,000 net horse-powers. In this estimate no reference is had to 
the increase that can be commanded by means of strictly artificial 
reservoirs. The power at Lowell is 9,000 net horse-powers, and 
Lowell has a population of 32,000. 

To put this in a different form : At the very lowest estimate of 
the mechanical horse-power measured against human energy, it 
can be reckoned equivalent to not less than thirteen man-powers ; 
so that our represented water-power in its undeveloped condition 
and at the low stage of the rivers, must be judged to possess the 
working force of nearly four millions of men, and to be susceptible 
upon improvement of an eflSciency equal to that of well nigh eight 
millions of men. This is undoubtedly a low expression of our 
{fewer, it being the fact that when large amounts of mechanical 
force are combined in extensive establishments, in connection with 
suitable machinery of transmission, the horse-power will perform 
at certain forms of labor the task of one hundred and fifty men. 

Still another comparison : The total power employed in the 
United Kingdom of Great Britain and Ireland, in the year 1856, in 
cotton, woollen, worsted, silk and flax manufactures, was 161,435 
horse-powers, of which 23,724 were operated by water ; so that 
the power represented in this Report is, in its present condition 
and at the low stage of the rivers, nearly twice greater than the 
working energy, both steam and water, employed as specified, and 
which was and is productive of so vast an annual return. 

But beyond and in addition to the represented territory is the 
unexplored country and the unreported country, with its resources 
in the particular in hand remaining to be opened up to definite hu- 
man knowledge. That there is vast power in these districts is 
well known ; but how much, where it is located, what are its local 
conditions as respects susceptibility of use, are absolutely unknown 
— publicly and in an accessible form unknown. To particularize : 
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the highest point on the Kennebec reported is between Moscow 
and Pleasant Ridge, (and even here not so reported that any defi- 
nite estimate of the available power can be formed.) Between 
this point and Moosebead lake, forty miles or more, the river has a 
total descent of between 500 and 600 feet — if the elevation of 
Moosehead lake is correctly given, l,0tl feet — and the amonnt 
and distribution of the power due to this descent are unknown. 
The power of the upper Penobscot, i. e., the west branoh of the 
Penobscot, in its descent from Chesuncook lake 600 feet to Matta- 
wamkeag, is unrepresented and unknown. The power of the Mat- 
tagamon, or east branch of the Penobscot, in its fall of 400 or 500 
feet from its sources to the main Penobscot, is likewise unrepre- 
sented and unknown. 

The power of the Mattawamkeag Is substantially unrepresented 
and unknown, though a few returns give a bare clue to its existence 
in important measure. The power that can with suitable skill 
and outlay be appropriated upon the comparatively level basin and 
equable streams of the St. John and at the outlets of its lakes, is 
almost entirely unknown. This is indeed an astounding record of 
ignorance, of ignorance so long submitted to, in a state that has 
Cpmparatively speaking so little of available resources of equal 
value with water-power, and in an age and country in which me- 
chanical force is almost the highest desideratum, and the one ele- 
ment that can be most readily and freely converted into wealth. 

About two-fifths of the whole area of the State are reported in 
the returns. It is not to be inferred from this that three-fifths of 
our water-power remain unrepresented ; that is to say, such an in- 
ference if drawn at all, is not to be drawn from the simple fact 
alone of a three-fifths unrepresented area of territory, but from 
the additional fact also, of much unreported power in the nominally 
reported country.' It would be futile at this time to attempt an esti- 
mate as to the amount of available power that will upon full devel- 
opment be found within our domain, whether a million or a million 
and a half of horse-powers. It is certainly not less than the form- 
er, it may be more than the latter. 

It will be seen, therefore, that, aside perhaps from agriculture, 
no other natural resource of this State can for a moment be put 
into comparison with its manufacturing capabilities. We need not 
wait for further developments than are made in this Report, to be 
justified in affirming that the water-power of Maine may in the 
long run of time be more to her, than her coal mines are to Penn- 
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Bylvania,; her riee swamps to Oarolina, or her com fields to Illinois. 
Those all may fail ; but this, based opoQ the nncbanging featares 
and BOBtained bj the perpetaallj reouperative processes of nature, 
will never fail. 

The full importance of this enormous working force will be real- 
ized, only, when it is considered that water-power possesses an 
economical superiority over steam for extensive manu&c^uringi 
which no cheapness of coal or other steam material by any possi- 
bility available in this country, can counterbalance ; that the vast 
populations in the interior and western districts of the country 
will be obliged by various physical and economical circumstances, 
to rely upon. the east for the g^nd staples of manufisu^tured goods ; 
and that climatic conditions in this State combine with water-pow- 
er facilities to g^ve the highest efficiency to manufacturing labor, 
a fact which alone in the event of sharp competition would deter- 
mine the balance in our favor against any other manufacturing dis- 
trict in the land. 

In regard to the bulk of the Digest. • If the Secretary had felt 
authorized to exclude the small powers, or if Uie matter had been 
of such sort as would admit of tabulation, or if the various details 
respectiog the powers could have been omitted without impairing 
the value of the statistics, or if any common measure of the effi- 
ciency of falls, either horse powers or capacity of accomplishment 
in any form, could have been applied to all or the greater number, 
the Digest could have been reduced to much more compendious 
size. If, further, there had been in this State anything correspond- 
ing to the land-selling agents of the fertile West, or the mining 
agents of the remoter West, of whom the explorer can get all de- 
sired information, a mere circular or pamphlet setting forth in gen- 
eral terms our water-power resources, and referring to our water- 
power operators, would have been sufficient; But as matters 
stand in this regard, the Digest being really the only prospective 
source of readily accessible information, it was deemed necessary 
to embody in it such facts as a manufacturer in search of water- 
power would be likely to seek information upon, and to do this 
even though the document should assume a comparatively cum- 
brous bulk. Were there such an organization or department of 
the State Government established amongst us as a Bureau of In- 
ternal Improvements, with which correspondence could be opened 
by parties beyond State desiring information, so elaborate a docu- 
ment would perhaps be unnecessary for our purposes. 
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ObNBRAL FlATVBES OF OUR WaTIR-PoWEB. 

Brief reference will now be made to a lew general facts or fea« 
tnres on the character and condition of onr water-power, incident- 
ally brought out in the retnms with great distinctness, and of such 
practical importance as to be worthy of special consideration. 

The first of these is the present actual state of the power as re- 
spects tt9e, to which casual reference has already been made on a 
former page. It is of course generally understood that oar water- 
power is only partially improved. But the details in the Summary 
show, as it never before has been shown, to how singular an extent 
it remains unused. We there see that many powers upon which 
mannfacturing cities equal in size to Lowell and Lawrence might 
be established, are in a state of total unimprovement. We can 
point to location after location upon our map, and say. Here the 
working force of 100,000 men is wasted ; here, of 150,000 ; here, 
of 75,000, and so on in long series. We can specify scores upon ^ 
scores of privileges upon which thrifty manufacturing villages of 
three or five thousand inhabitants each could be sustained, if the 
power were set at work fully, npon which only a saw-mill, grist- 
mill, carding machine or other small machinery now operates. 
Where the power is attempted to be improved, we now see how in 
a great number of cases it is improved ; with leaky wooden dams ; 
cheap old-fashioned wheels that utilize not over twenty per cent, 
of the total force of the water ; with the lakes and ponds not ap- 
propriated for reservoirs at all, or in partial measure only ; with 
the larger lakes and ponds used for the storage of water for only 
log-driving purposes, and of no effect therefore for manufacturing 
uses ; with only the rudest, coarsest, least remunerative of pro- 
cesses (least remunerative for the State) carried on upon the priv- 
ileges for the greater part, and for the greater part for no other 
purpose than to fit for transportation our raw products, in the 
rawest state consistent with transportation, to other States and 
countries. 

This feature of the present use of our water-power is remarked, 
not for the sake of pointing an indictment of incompetency or de- 
ficient enterprise against the proprietors of the power, who are for 
the most part, doubtless, doing all they can do under the circum- 
stances. But it shows, and is urged for the purpose of showing,' 
that none too soon has general public action been taken, and none 
too persistently can such action be prosecuted, for the redemption 
of our water-power from such comparative inutility. 
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It is not neoeesary to say in respect to the use of oar water- 
force and the equipment with which that use is oonducted, that 
9Qme of our powers are furnished with accessories in all particu- 
lars, dams, canals, machinery, buildings, fully on a par with the 
very best constructions in the country or the world ; as examples of 
which it is necessary only to refer to Lewiston, Saco and Bidde- 
ford. The saw-mills of the Penobscot have no superiors on the 
globe in all the insirumerUa necessary to the more elementary man- 
ufacture of lumber. 

The second grand feature of our water-power, indicated in the 
returns, is its comparative cotiatancy throughoui the year. After 
making allowance for such as are suspended for a short season 
annually, and for the diminution of capacity experienced by all 
during the heats of summer, there still remains a truly remarkable 
proportion of all the powers, that can be relied upon as sources of 
mechanical force for the whole year. The feature in question is of 
course susceptible of assuming a much more decisive character, 
through the judicious outlay of capital, and this will be presently 
considered, but is here referred to simply and solely as secured to 
us by nature and without human interference. The constancy re- 
marked embraces the two elements of persistence in drouths and 
exemption from heavy freshets. Il is due, and especially the first 
element thereof, first to the uniform distribution of our rainfall 
throughout the year. Wiiilc in Wisconsin the deposition of mois- 
ture is four times greater for one quarter of the year than another, 
in Kansas five times greater, in Minnesota five times, at San Fran- 
cisco one hundred and twenty-six times, at Sacramento greater in 
the proportion of 9.02 inches to 0.00 inches ; in Maine the per 
cent, of variation for the several quarters of the year is quite in- 
significant, especially upon the southern slope, the precipitation 
being on the average of the State nearly eleven inches each three 
months. The constancy is due, secondly, to the moderate heat of 
our summer, by which the waste of water is abated ; thirdly, to 
our exposure to oceanic and maritime winds, especially humid 
drafts direct from the ocean on the south ; fourthly, to our mod- 
erately hilly surface, by which surplus waters are thrown off with 
only measured rapidity and are therefore longer reserved for use ; 
fifthly, to our forests which abate the vaporizing intensity of the 
sun and impede the movement of winds : sixthly, to our lakes 
and ponds, which act as checks upon the hurried removal of drain- 
age. The particular element of freedom from destructive flpods. 
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k doe more particularly and in addition to the low temperature of 
the Bpring and the cold sea winds prevalent thereiui by which the 
melting of the snow is delayedi and the rivers are prevented from 
attaining a torrential volame and velocity. Hardly any of oar 
rivers rise, even on dams, and therefore at their narrow parts, more 
than ten feet, and for much the greater part the total range from 
lowest to highest water is as shown by the Returns, not over six 
feet. In contrast with this the Mississippi at St. Paul oscillates 
through twenty feet, at Prairie du Chien eighteen feet, at the 
mouth of the Missouri thirty-five feet. The Ohio at Cairo ranges 
through fifty-one feet, below the Falls sixty^four feet. The 
Ardeche in France, with a basin smaller than that of the St. Croixi 
varies sixty feet from low to high water. 

The moderate character of our freshets is further due to the ex- 
tent of wooded surfaces by which the power of the son is broken 
and dispersed, and the accumulated snows of winter are given time 
to waste away gradually ; also, as before implied, to the character 
of our surfaces, and the number of lakes and ponds. It will now 
be shown how the natural constancy of our water-power may be 
increased by the use of fiivoring conditions placed in our control 
by the munificence of nature. 

It can be increased by the use of what constitutes the third 
grand feature of our water-power, namely, its natural reaervoira in 
extraordinary numbers in the form of lakes and ponds. The State 
map shows upon even the most cursory survey, that the surface 
of our domain is overspread and diversified with lacustrine bodies 
of unusual size and in singular profusion. By actual count I have 
ascertained the number thereupon represented to be 1,568, and 
their surface by careful computation to be not less than 2,441 
square miles. It may be added that only two or three districts 
on the globe of equal area are similarly favored as respects the 
number and size of lakes and ponds ; Minnesota alone within the 
bounds of the United States admitting of evem a remote com- 
parison. 

But the map does not show the lakes to be susceptible of ready 
utilization for storage purposes. That they are so, at l6ast over • 
very important portion of the State and over all of that repre- 
sented, and in respect to the far greater number of lakes, is how- 
ever demonstrated by the testimony of the Betums, and thus a 
fact of the very first order of importance is once for all, and for the 
first time for purposes of assured and general inibrmatioa deter- 
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mined. What practical consequences of high valtie can be com- 
manded from the use of the lakes and ponds has already been 
indicated by one or two illastrations On a foregoing pag^, and will 
accordingly not be remarked npon further at this point. What 
conseqaences have already flowed from the improvement of one 
chain of lakes of only moderate size will however be noticed. The 
ponds at the head of Salmon Falls river, which are improved for 
reservoirs, have a combined area of thirty-seven hundred and fifty- 
nine acres, or less than six square miles. The largest one of these, 
the " Northeast Pond/' it may be observed, is commanded to the 
depth of twenty-four feet. I am informed by the manager of the 
water-power at Salmon Falls, the lowest privilege upon the river, 
that the available power at low run at that point is at least one 
hundred per cent, greater than it would be by the nlatural run of 
the river ; and of course at all the privileges above the gain is 
proportionally even greater. The Salmon Falls and Oreat Falls 
taken together have a descent of 148 feet, and the gross power 
realized is 6,442 horse. It appears therefore that upon these two 
falls alone a gain of 8,221 gross horse-power is realized by the use 
of such comparatively small storage basins. To this requires to 
be added the gain accruing in the 351 feet descent from the reser- 
voirs to the head of the Oreat Falls, which is distributed to the 
various privileges in Acton and Lebanon, and which is, as is in- 
ferred, not less than 7,616 gross horse-powers. 

The fourth feature of our system of water-power is the almost 
universal feasibility, indicated in the Returns, of artificial reser- 
voirs, a characteristic of the first importance, as is evident, with 
reference to the constancy of the power. This characteristic was 
indeed to be anticipated from the consideration of our rain-fall, 
which is in all parts largely in excess of evaporation, from the un- 
evenness of our surface, which affords innumerable receptacles for 
impounding rain-fall, and from the hardness and impermeability to 
water of our rocks, which prevent its dispersion and escape by 
underground percolation. 

Storage basins are feasible in our State to an unusual degree 
from economical as well as physical considerations, land being so 
cheap that thousands of acres can be had for fiowage at an expense 
comparatively trifling. They are feasible also from the liberal pro- 
visions of the law, which allows land to be taken for flowage pur- 
poses upon payment of damages. 

The practicability of artificial reserve basins should be taken 
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into particular account iu connection with the small powers and 
the powers which are represented in the Returns as intermiUeni for 
a part of the year. There can be no question that nine-tenths of 
these are susceptible of being respectively very greatly augmented 
and of being made efficient throughout the year by reservoirs. As 
is well knowui there are numerous privileges in Massachusetts, 
Connecticut, etc., upon which cotton mills and woollen mills now 
operate for the whole year, the motor material of which in the 
summer, consists almost entirely of water impounded in artificial 
receptacles. The proportion of reservoir water is in many cases 
eighty or ninety per cent, of the entire low run of the streams ; or 
in other words, the volume of the streams in the summer is artifi- 
cially augmented variously from four hundred to nine hundred per 
cent, over and above what it would be in the state of nature. In- 
deed, considerable mills are now run all the year in the districts 
referred to upon streams which before the construction of reser- 
voirs were almost literally dry in summer. It is in view of such 
facts that the small powers and intermittent powers are exhibited 
so fully in the Digest of Returns, these being nearly all susceptible 
of conversion into constant sources of mechanical force, and of 
being increased, many of them, by hundreds of per cent. 

It is obvious that the improvement of the small powers by the 
means in reference will react upon the large and vastly increase 
their capacity at low run, and this without any additional expense 
to the proprietors of the large powers. The formation of storage 
receptacles will also diminish the frequency and violence of fresh- 
ets, a matter of less consequence since floods are so little destruc- 
tive with us. 

The great number of powers fed by bogs and marshes will also 
be noticed as shown by the Returns. This feature is referable to 
the same physical causes which are remarked above, namely, the 
unevenness of our surface aspect, the water-tight character of 
our underlying strata, and the large residuum of evaporation. The 
powers thus supplied are found in practice to be amongst the most 
reliable and constant. James Hall, Esq., a civil engineer formerly 
employed in the service of the State, reports in the Documents for 
1837, 610 cubic feet of water per minute issuing from a bog at the 
head of the north branch of the Piscataquis river at the dry season 
of the year, and 210 cubic feet passing into Moosehead lake from 
another bog in the same locality. He adds, that by means of 
short dams the swamps in question may be converted into enor- 
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mous reseryoira, from 5,000 to lO^OOO acres. In like maDner the 
town of Monroe appears to have water-power of ooDSiderable eon^ 
seqoenoe, which is sustained almost entirely hy the drainage of the 
Dixmont mountains oolleeted in swamps^ These are single ezam^ 
pies amongst scores and hundreds. 

In the fifth place the relation which the various water-power 
towns hold to markeigp to centres of supply and demandi is devet 
oped fully in the Betumsi and is a feature of interests The rela- 
tion in question is of course liable to change, and is to some extent 
constantly changing with alterations in the means of communica- 
tion and transportation ; but as now existing and affecting the 
value of water-powers in different parts^ is of present and not al- 
together ephemeral importance^ The special points that will be 
noticed upon inspectaoa of the returns are^ first, the large number 
of important powers that hold close and economical connection 
with the great commercial centers by sea ) a circumstance that 
now is and will reminn of considerable <k)n8equence so long as 
lumber constitntee so important a part of our manufacture and ex<^ 
port ; secondly^ the number of towns thai refer to places situate 
out of the State as their market ; thirdly, the nnmber of towns 
possessed, it may be, of verf gfeat resources of water-power, 
which nevertheless apparently indolge little or no hope of ite im- 
provement for an indefinite period, owing to the lack of railroad 
communication^ 

This last point indicates very plainly the necessity that our rail- 
roads should, with a view to the prospective necessities of the 
State, be built — parallel to the long manufacturing rivers, as the 
AndroscoggiD, Kennebec and Penobscot, and across the outfalls of 
the short, as the rivers in the southwest and southeast seottons 
and between the outfalls of the Kennebec and Penobscot. These 
first at least and afterward elsewhere as required ; and so, as best 
subserving the interests of the State for the given expenditure of 
money. 

In the sixth place^ the te0tinK>ny rendered as to the effect upon 
Ike weaUh and papulation of towns exerted by such improvement of 
their water-power as has already been made^ is of a marked and 
gpenerally gratifying character. In numerous instances the town 
officers use the following emphatic language or its equivalent : " It 
(the power) has created the village." " II brought us here and 
alone keeps us here/' " It has doubled both wealth and popula- 
tion/' etc. 
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In the Beventh plaoe, it will perhaps excite surprise that so small 
a represeDtation of the tide-powers is made in the Returns. In 
making up the oironlar of qnestionSi it did not occur to your Sec- 
retary that such powers might not be regarded as of any impor- 
tance for our purposes. For such manufacturing as we hope to 
establish upon our fresh-water powers they are doubtless of sec- 
ondary importance. But as agents in a grand manu&cturing sys- 
tem in which a great variety of forms of labor is to be prosecuted, 
they are of great importance, and statistics in regard to them 
were and are desired. They have been to only a limited extent 
furnished and chiefly in response to special inquiries addressed 
by letter. One town with salt-water power sufficient to drive 
" sixty up-and-down saws/' made at first a return of " no water** 
power in our town I'' It ^11 be noticed that this form of power 
as existing on the coast of Maine is of much more consequence 
than in any other State of the Union, by reason, first, of the ex- 
traordinary length and broken character of our coast, in virtue of 
which coves, inlets, and reentering arms of the sea, of large capa*- 
city, and of such form as to be cheaply improved, become available 
by hundreds for use as storage basins and reservoirs of power. 
It is of more importance, secondly, by reason of the remarkable 
vertical rang^ of the tidal fluctuation, which varies from ten to 
twenty-five feet upon the different parts of our coast, and which 
as compared with the variation upon the shore lines of the conti- 
nents in general, is so unusual as to constitute a real phenomenon . 
It is hoped in a subsequent Report to show our resources in this 
regard in a more favorable and just light. 

In the eighth place, the almost universal supply of sione suitable 
for building purposes, will be remarked as reported in the Returns, 
or of stone suitable at least for foundations, dams, underpinnings 
etc. In perhaps eighty or ninety per cent, of the towns, granite 
is specified as attainable comparatively near at hand, either as the 
prevalent rock, or as occurring in isolated patches, or sporadic 
in boulders and detached masses. This wide-spread diffusion of 
stone sufficiently hard and durable for economical use, is simply 
a necessary incident of those geological conditions by which in 
considerable part our magnificent system of water-power has been 
in the ages past secured to us unimpaired. Were our underlying 
strata mainly soft limestones, disintegrable sandstones, or other 
friable and decomposable rocks, our water-power would very prob- 
ably have long ago become quite obliterated in all those more 
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saliefit features of steep descents sad sbrnpt lapids^ which now 
cenBtitnte its distinguishing chsracter and chief valne^ 

The hardness of onr prevalent rock and the obstinaoj with which 
it withstands the action of running water, has had and now has the 
fiirther important effect of confining onr rivers within comparar 
tively narrow channels, of checking riparian ravages, and of i»e- 
venting those vagrant diversions of their courses, iriiich in alluvial 
districts result in so much annoyance and periodically in large 
destruction of property. By consequenoe as a general rule only 
short dams are required, mills are planted upon the solid rock, and 
no corroding^ current eats out the substratum of their foundations. 
In all the southern slope of the State the rooks quite universally 
come to the sur&oe along the streams, and especially at the points 
of abrupt inclination. Only one " pin-gravel " rapid has been re- 
.ported from the whole territory represented. So that the rock is 
almost everywhere to be had and almost everywhere is fit for use. 
In some of the Returns it is specified as " not fit for building pur- 
poses," but in these cases^ it is believed, reference is had to archi- 
tectural constructions, requiring stone not only durable, but also 
homogeneous and elegant in its appearance. The abundance of 
excellent brick clay will also be noticed, as reported. 

The ninth filature that will be remarked in the Returns is the 
vast extent of forest still remaining in the portion of the State par^ 
tially or wholly represented in the Report, and not including the 
unbroken wilderness of the North. The testimony ranges thus : 
in a few cases, " The basin of the river is one-fourth wooded ;" in 
a great number, " Basin one-half wooded ;" in many, " Nine-tenths 
wooded/' " Ninety-nine hundredths wooded," " Unbroken wilder- 
ness," etc. The significance of this as bearing upon the constancy 
• and volume of our water-power will be shown in a subsequent Re- 
port ; but the circumstance is of importance as is generally under- 
stood. 

In particular, the great amount of forest still remaining in the 
olpse vicinage of large numbera of our water-powers will be no- 
ticed. These forests contain every variety of soft and hard lumber 
appropriate to the region, procurable at small expense, and sus- 
ceptible, by the/ortunate proximity of the water-powera, of being 
Worked up inexpensively into any forms which such woods are 
>iMide to assume for any of the purposes of civilization. These 
^^^Mats in many esses stand dose upon railroads or on the sea- 
bottBciy.imd the articles manufactured bom them are thus easily 
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trwaaportable to the markets of the world. As respeots the multl- 
fariotts industries segg^ted in this connection and by the facts 
stated, we may say, here is the material ; here is the power ; noth- 
ing is wanting bnt enterprise and capital. 

In the tenth place, the Betnms indicate that power is to be had 
here for property or use at rates the most reasonable. ** The pro- 
prietors will sell npon very favorable terms to any parties who 
will improve the power.'' "Any parties who come amongst ns 
with a view to improvement of our power will meet a hearty re- 
ception and substantial codperation.'' " The proprietor will give 
the power outright to any responsible person of sufficient means to 
improve it and who will improve it/' etc., etc. Unquestionably 
privileges that in the older States would be held at hundreds of 
thousands of dollars can be purchased for thousands in this State ; 
privileges of great capacity, well situated, improvable at small 
outlay, and which are thus in the market at a merely nominal rate 
simply because their cwnern have not (he means for (heir develop^ 
meni. 

Closely related to the above consideration, is the liberal provi- 
sion of the law of the State, which allows any town to exempt 
from taxation for a period of ten years, manufacturing establish- 
ments of whatsoever character, established therein, together with 
all the machinery and capital employed in operating the same. 

It was the intention of your Secretary to ascertain by questions 
upon our circular what towns have already taken advantage of 
this provision, and the general disposition in regard to it in those 
that have not. But by some oversight the question was omitted. 
The Returns show however that the policy of the State has in a 
number of cases been ratified, and in others testify to the certainty 
of such ratification whenever occasion shall call for it. 

Lastly, and as summing up details upon which incidental remark 
has already been offered, the truly surprising number of water- 
powers and amount of associated force, represented as contained 
within the thirteen thousand square miles, more or less, of our 
domain covered by the Returns, are worthy subject^ of considera- 
tion. Some of the physical causes to which the singular develop- 
ment of our hydraulic system is due, have already been referred 
to, but briefly, as the discussion of the roHanale of the system, is 
purposely and necessarily deferred to another Report. I will, 
however, barely refer to two or three of the more prominent. The 
first and most important of these, and which, singularly enough. 
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appears to have quite escaped observation, is, that the great mass 
of uplifted lands of ^hich the White-Mountain cluster is simply a 
terminal focus, is found in Maine. On the west and south of the 
mountains the land falls off with great rapidity, so that at the dis- 
tance of twenty-five miles, Lake Winnipiseogee is elevated only 
five hundred and one feet ; and at the distance of eighty miles, at 
Portsmouth, the level of the tide is reached. Whereas, fifty miles 
to the north northeast, the TJmbagog chain of lakes is held at a mean 
height of thirteen hundred and eighty-three feet ; and one hun- 
dred and twenty-five miles northeast, that inland sea, Moosehead 
lake, is elevated nearly eleven hundred feet above sea level. In 
other words. Lake Itasca at the head of the Mississippi river is but 
a few feet higher above tide than Rangely lake ; Lake Superior, 
1,800 miles from the sea by the course of the river, is elevated 
only about two thirds as much as Moosehead, and Winnipiseogee 
is five hundred feet lower than the great lakes at the upper waters 
of the Penobscot. Our rivers therefore fall from a height which, 
in consideration of the proximity of the ocean, is quite remarka- 
ble. Secondly, the surface of the State slopes in two directions, 
to the east over its whole area, and to the south over ^ve sixths of 
it, and in both directions to the compcLsa points of the rain winds. 
Thirdly, the southern slope is sufficiently steep across its whole 
breadth north and south to be proper water-power territory, and 
its iuclination is bo uuiformly difTiisod that waterfalls are found at 
all points upon the water-shed from its crest to its inferior margin, 
even close upon the sea, as on the Mousam, Presumpscot, Andro- 
scoggin, Sheepscot, St. George, Union, etc., etc. Fourthly, gran- 
ites and granitoid rocks are extraordinarily developed in our State, 
and exert their characteristic reaction in roughening and breaking 
up the surfaces. Where the rocks are stratified, the strike is for 
the most part right-angled to the courses of the rivers, and the 
hardness of the prevalent rocks, as before noticed, preserves the 
irregular forms primordially impressed upon them ; in virtue of 
which several circumstances the rivers find only broken and 
troubled pathways to the sea. Fifthly, every south, southeast, 
and east wind of a few hours' continuance brings within our bor- 
ders the copious humidity of the Gulf Stream, in either a latent or 
visible state, impairing evaporation, and funiishing material for 
rain-fall. Sixthly, the cold ocean current by which the entire cir- 
culation of the north polar sea finds exit from its refrigerating 
basin to warmer climes, charged with enormous mountains of ice 
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and with ioe-paoks thoQBands of miles in extent, is driven directly 
upon the continental frontier northeast of ns, and is carried as a 
cold inshore drift of somewhat abated temperature off oar coast. 
Hence our winds from the northeast and east are characterized by 
a singularly low temperature at all seasons, the effect of which is 
to reduce evaporation and by consequence to augment the volume 
of the rivers. These various conditions taken in connection with 
others before remarked are sufficient to render such account of the 
development of water-power in Maine, as is necessary for the pur- 
poses of this elementary Report, and as will justify the assump- 
tions of its superiority hereinbefore made. The parallel of these 
&voring circumstances taken in combination does not, I have the 
confidence to affirm, exist upon the surface of the globe. The 
grand features and determining conditions of our water-power will 
be set forth at length in the final Report. 

With this brief preliminary statement, I pass to the principal 
part of my Report, the Compendium of Statistics. In this, the 
9mall powers are reported so fully, because experience shows these 
powers to be important elements in a great manufacturing system, 
and because a score of small powers are bought, sold and used to 
one large one. Improvements upon the privileges are stated, be- 
cause these give a sort of measure of the power, and are points 
which any manufacturer proposing to buy or use a power would 
want information upon. By gross horse-power is meant the power 
developed at the dam, by net horse-power the power in the mill, 
the effective power. The net horse-power will operisite on the 
average sixty cotton spindles, and eight net horse-powers will 
operate one set of woollen machinery. Various plans and profiles 
of powers will be given in the next Report, also a wcUer-potoer 
map of the State. Notice of errors and additional facts are de- 
sired, and should be addressed to the undersigned at Portland. 
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DIGEST OF RETURNS. 



RETURNS. 



Abbot — Piscataquis County. 
Digested from SeUcimen^a Rehims. 

Sn POWERS. 

First, on Piscataquis river; Second, Third and Fourth, on a 
branch of Piscataquis river ; Fifth and Sixth, location not specified, 
except as being the former near the main road, the latter near a * 
cross road. 

The height of the falls respectively about fourteen feet, in a 
horizontal distance of three to five rods. 

" Power would saw 2,000,000 boards and shingles per annum." 
Whether one power would do this, or each power, or all combined, 
not stated. 

There are on the main river one saw mill, one shingle mlH, one 
shovel handle shop. On the first power on the branch stream there 
are a grist mill, carding and clothing mill, and carriage shop ; on 
the second a saw mill and shingle mill. No specifications respect- 
ing the other powers. 

The lakes and ponds connected with the streams if turned to ac- 
count as reservoirs, would enable the powers to operate all the year. 

The total range firom lowest to highest water is four feet. In a 
very dry season the mills hold up for a short time. 

" There are so many water-powers in the State not so remote as 
ours, that the proprietors think it would not be good economy for 
them to pay for a survey at present." Total annual products 
$10,000 ; less use made of the powers than formerly. 

Market, Bangor, by road. 

Acton — York County. 
Digested from Selectmen's Betums. 

[See alio <<Aoton and Kewfield.'^ 
FOUR POWERS. 

First, Second and Third, would be suflScient each to saw lumber 
or grind grain a third of the year. 
Fourth at the outlet of the Oreat Acton pond on Saknon Falls 
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river ; water Buffident to nin a large cotton mOl the year round, 
at this and all the other privileges on the river. The entire water- 
power of this river, there being five privileges on the west side of 
Acton alone, is owned by the Oreat Falls Mann&ctnring Oompany. 
The company have constmoted works at the cost of forty thousand 
dollars, by which they can draw water from the pond to the depth 
of twenty-fonr feet. 
Market, Saco, Oreat Falls and Boston, by 



Acton akd NcwniLn— Tobk Goumtt. 
Digmledfrom (he Betuims of AcUm amd NewJUU. 

{Sm alM ^ AflkiT: waA ** N^wlldd*'*] 
* OKE POWBR, 

Situated on the Little Ossipee river, '' Balch's Mills,'' on the 
Acton side. Power sofficient to rnn a cotton mill of mediiua size 
the year round. Saw mill and grist mill now upon it. 

AnnxsoN-— Washihgtok Oovnrr. 
Digesieifrom (he Betuma of D. M. Waas, Eaq. 

TWO POWERS* 

First, on the '' Basin stream,'' on which there have been two 
saw mills, now rotted down, one succeeding the other. The power 
has been unused for several years. Water sufficient for a single 
saw mill for about one-fourth of the year. Oood chance for buQd- 
ing a dam at little expense, ledge bottom. About four feet fall at 
low water and about eight feet of flowage making about twelve 
feet head and fall. No lakes or ponds. 

Second, " Half Tide Falls" on Indian river, a very good power 
for a small one, no lakes or ponds, except the pond formed by the 
dam, which is quite lar^, covering (common flowage) about 1,000 
acres. Six feet feU at low water, in a distance of twenty feet, and 
a flowage of about eight feet, making about fourteen feet head and 
fell. Single saw mill, grist mill, lath mill and shingle machine. 
The chance for building a dam is very good, ledge bottom all the 
way, and but a very short distance to build, with a plenty of good 
stone very handy and suitable for building purposes. Water suf- 
ficient for running the mills about half the time, and sufficient with 
a tight dam for one mill through a drouth. One or two dams 
could be built to hold back a large amount of water. Vessels of 
MO tons burden can bad within twenty rods of the mills. 
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ALBA»T-**-0xfOlD OotniTT. 
fix POWERS. 

First, on Crooked riv0r, fall twelve feet, one saw mill, one sbingje 
machine, one lath machine. Yolame of water 800 aqnare inches; 
in common seasons capable of sawmg 800,000 feet of boards and 
800,000 shingles and laths. 

Second, one mile below on the same stream, with a fell of twenty 
feet, 800 square inches of water, and able to saw 800,000 feet of 
lumber yearly, one saw mill with one saw and edger. 

Third, four miles below, fell eight feet. The saw mill npon this 
pririlege when in repair will saw 900,000 feet of lumber, haying 
an addition of water supplied by Songo pond. 

Fourth, two miles below on the same stream, fen nine feet, on- 
improyed. 

Fifth, in the south part of the town, located on Stone pond riyer, 
twelve feet fall, and 300 square inches of watw ; one saw mill, 
shingle, stave and lath machines ; oapaUe of sawing 600,000 feet 
of lumber yeaily. 

Sixth, a mill for sawing staves and shingles, on the outlet of 
Kneeland's pond, with a fell of eight feet. 

.Albion — ^Kbhksbso Oouimr. 

Albxandbb — Washinoton Goumtt. 
Digested from Seledmen^e Seluma. 

ONE POWER. 

At the outlet of Lake Beautiful, one saw mill and oqc shingle 
mill. Mills operate about half of the year. Old-style wheel. The 
lake contains 400 to 500 acres. One-fourth of the basin covered 
with woods. 

Market, Calais, turnpike. 

ALnun>— ToBK Oouimr. 

[Sm Apptndiz.] 

Alna-^Lotoolk Oouimr. 
Digested from BeiumB of JERram P. Oarlekm, Eaq. 

THREE POWERS. 

First, " Sheepscot Falls,'' a saw mill and grist mill, operate on 
the ebb tide. 

Second, " Head-of-Tide Falls,'' about five miles above Sheepscot 
Falls, wooden dam, head and fell about ten feet ; can be increased 
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to thirteen feet readily by removing rabbish from the channel be- 
low the dam. Grist mill, stave and shingle mill. Large building 
adjoining, formerly used as a grist mill and carding mill, now as a 
shingle mill. Would make an excellent carriage shop or &ctory 
in connection with still another building attached, formerly nsed 
as ihlling and cloth dressing mill. 

Kose wheel and Kendall wheel used. Excellent chance for a 
stone dam, the bottom and sides of the fall being rock, with a high 
ledge on one side, from which stone for the dam can be taken. 
The power is abundant for all uses made of it. By improving the 
numerous lakes and ponds above, it can be made sufficient for a 
large manufacturing business. 

The site is deemed an admirable one for a cotton or woolen fac- 
tory. Proprietors not anxious to sell, but will sell on very liberal 
terms to induce capitalists to improve the power. They will aid 
in a thorough survey thereof. 

Third, the " Rapids,^' the head of which is two miles above the 
** Head-of-Tide Falls," and which have a fall of twenty-five feet in 
one mile, with steep banks on both sides. Formerly a saw mill 
upon this privilege, now decayed. A dam might be built at the 
lower end of the Rapids, so as to flow them out, and give a head 
and fall of nearly thirty feet, and a pond above two miles long. 

" Two and a half million feet of logs were run through this town 
in 1866, besides what were sawed in the mills on the stream." 

Alton — Penobscot County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

First, " Alton Village Mills," on Dead stream, two up-and-down 
saws, grist mill and shingle mill. Height of falls not ascertained ; 
but " the privilege is a good one." 

Second, " Long Rips," on Birch stream. Fall not ascertained. 
Not improved. Described as a " valuable power," and sufficient 
for a saw mill, grist mill and shingle mill. 

Third, " Lewis' Mills," on Pushaw stream, a single saw and 
shingle mill. Six up-and-down saws have run on this privilege, 
but the mills were burned down. Stream fed by the Pushaw lake 
which contains ten or twelve square miles. 

Market, Bangor. 

Alva Plantation — Aboostook County. 

[See Appendix.] 



BBOBXTABrB BEPOBT. 29 

Amhebst — Hanoook Oouktt. 

[See Appendix.] 

Amity — Aboostoor Oountt. 

[See Appendix.] 

Andovbb — Oxford County. 
Digested from Selectmen's Returns. 

TEW^'POWERS. 

First, the " Coraer Mills," on the West branch of Ellis river ; 
fall fifteen feet in ten rods ; grist mill, saw mill, shingle mill and 
starch factory. Power all used, with such machinery as is now 
employed. 

Second, on the san)« branch, two miles above the "Comer 
Mills." Unemployed, and of equal capacity with the Comer power. 

Third, the " Ellis Falls," on the East branch of Ellis river ; fall 
twenty-five feet in four rods. Not improved. Title in dispute. 

Fourth, the " Brickett Falls," below the Ellis falls, twenty feet 
fsdi in ten rods, granite ledge foundation. Unimproved. The East 
branch is fed by Ellis pood, 3 by 1 1 miles, and by Garland pond, 
1 by 1 miles. It is constant, owing to the ponds and swamp land 
connected. The West branch is more variable, being fed by springs 
and mountain streams. 

Also several powers or tributaries to Ellis river, as follows : 

Fifth, on Black brook, in the northeast part of the town. 

Sixth, on Sawyer's brook, in the north part of the town. 

Seventh, on Frye's brook. 

Eighth, on Stony brook. 

Ninth, on Lone brook, formerly tksed. 

Tenth, on Gardner brook, starch factory erected this summer, 
with capacity to manufacture one hundred tons in three months. 

These " tributary" powers have from fifteen to thirty feet fall 
each, and are estimated each equal to operating a grist mill with 
two runs of stones in any drouth, and much more in any ordinary 
season. Granite abundant and good. Lay of the land favorable, 
chief part of the basin of the streams wooded. 

So far as the power has been improved the effect has been ex- 
ceedingly beneficial upon the interests and wealth of the town. 
Annual product not ascertained, except that about eighty-six tons 
of starch were made and 200,000 feet of lumber sawed last year. 

Market, Portland, by road to Bryant's pond, and thence by rail. 



80 BTMMMASWXy SUSEVW. 



• 



AnDOVBB NoBfft SuBPLXrS— -OxfOBD GOTTNTT. 

[8m AfpMidlx.] 

AvBOtf — SoiciBsir Gouimr. 
Digested Jrom Sekdrnmi^s Betums. 

[Sm alfo *• Anaon ud Kadiioo.'^ 
SEVEN POWERS. 

Five small powers " regarded in contrast with the large powers 
in town, too nnimportant to be taken into accoant.'^ No informa- 
tion therefore fondshed. 

Sixth. The " Norridgewock Falls/' on the Oarrabasset river, at 
its junction witii the Kennebec, one mile long, and of such descent 
as to admit of one continnoos line of machinery throagfaont the 
whole distance. The power is that furnished by the total volmne 
of the aforesaid river with all the contribntions of namerons ponds. 

It is entirely onimproved. 

Seventh. The " Upper Oarrabasset Falls/' four and a half miles 
above the lower foils, '' a splendid water-power,'' with only a saw 
mill and grist mill upon it. 

The best of granite, and excellent slate quarries close at hand on 
all the falls. 

Railroad from West Waterville through this place now in con- 
templation. 

Anson and Madison — Somersit County. 
Digested from ihe Returns of Madison. 

[S«e alflo ** Anson**; and <* MftdiBon.] 
ONE POWER. 

" Madison Bridge Falls/' on the Kennebec river. The river falls 
seventy-five feet within the running distance of one mile, affording 
at convenient intervals three pitches - where dams can be readily 
constructed with rapid water between. 

At the upper pitch an inferior dam has been maintained for years. 
Here a dam could easily be constructed that would control the en- 
tire river, and at the same time be perfectly safe, having a ledge 
for its foundation across the channel, and being buttressed at botii 
ends by the solid rock rising several feet above the surface of the 
water. Upon the eastern bank, a canal could be opened and car- 
ried nearly one hundred rods down the river, the further end of 
which could have an elevation of thirty feet or more above the bed 
of the river adjacent to it, and the land traversed would furnish 
the stone for the purposes of construction. 

The lower pitch is also favorable to the construction of a perma- 
nent dam and for canalling to any extent desired. 



SI 

If the low water nm at this place for the 8ommer, be assamed 
to be forty-fire per cent, leas, than at Anguata ; or 96,250 cubic 
feet per minute, that at Aagnsta being 175,500 cubic feet per 
minute, and if sixty feet of the total fall; only, be assumed, to be 
utilized, the gross power of the river at Madison Bridge is equal 
to 6,360 net horse powers or 381,600 spindles. It can be more 
than trebled by the improvement of the lakes above for reservoirs. 

This power is pretty well guarded naturally against danger from 
freshets, the land upon the falls being high and ledgy, and it can 
be made at small expense entirely safe. 

The only use made of the power at present is to drive the 
machinery of a few mills, a grist mill, a saw mill, sash and blind 
fectory and a starch fectory ; all of which draw but slightly upon 
its resources. 

Should the contemplated railroad through western Somerset be 
built, so as to afford the means of transportation, no better place 
for the extensive manufacture of lumber could be found than at 
Madison Bridge. Among the islands a little above, logs can be 
held back or safely stored to any amount, and floated down with 
ease when wanted. This place is also the centre of a wool grow- 
ing district where more wool of the finer grades is raised, it is sup- 
posed, than in any other equal portion of the State. 

Applston — Khox County. 
Digested Jrom Selectmen's Betums. 

TWELVE POWERS. 

Three are situated on the St. Oeorge river, one on Petteng^ll 
river, two on the Medomac, three on Medomac branch, and three 
on St. Oeorge branch. 

These are, Smith's mills, fifteen feet fall in one mile ; McLain's 
mills, (upper,) fall fifteen feet in 1*5 mile, (lower,) fall twelve feet 
in fifty rods ; Cutler mills, Bnrkett's mill, Lermond's mills, Stubb's 
mills. Hill's mills, Burkett's mills, Oonant's mills, Gushee's mills, 
Simmon's mills. 

Only part of the power is used. With good dams the powers 
of St. George river can operate all the year. Machinery by no 
means of good construction. 

The streams are connected with lakes and ponds, which are sus- 
ceptible of cheap improvement as reservoirs. Artificial reservoirs 
possible. Abundant and good stone for building. But little forest 
on the basin of the streams. 

Market, Belfest, Bockland, by road. 
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Argtlb— Penobscot County. 
Digested from Selectmen's Betums. 

THREE POWERS. 

First, " Oomstock Falls," on Hemlock stream. A shingle ma- 
chine. 

Second, " Lant Falls/' on Hemlock stream. 

Third, on Hoyt brook, a saw mill and shingle machine. 

Powers operate from six to eight months. Artificial reservoirs 
feasible. Good stone for building. Basin mostly heavily wooded. 

Market, Bangor, by road, railroad and boat. 

Abrowsio — Sagadahoc Countt. 
Digested from Selectmen's Returns. 

THREE POWERS. 

All are tide powers, one being situated on the Kennebec river, 
and two on Back river, so called. 

Mills will cat about 200,000 of lumber per month. Operate 
about ten months in the year. Best machinery for the sort of 
power. 

Ashland — Aboostook County. 
Digested from Selectmen's Statement, 

TWO POWERS. 

First, on Big Machias stream, saw mill and grist mill ; power 
Buflicieut to drive an up-and-down saw, and clapboard aud shingle 
machine, and two runs of stones the year through. 

Second, on Little Machias stream, will drive machinery, as 
above, eight months of the year. Saw mill and grist mill now 
upon it. The Big Machias is connected with several lakes of con- 
siderable size. 

Athens — Somebset County. 

[See Appendix.] 

Atkinson — Piscataquis County. 
Digested from Selectmen's Betums. 

FOUR POWERS. 

Tliey are all small, and are situated respectively in the central, 
south, southeast and northeast parts of the town. The falls aver- 
age ten feet in twenty-five rods. 

The power of each fall would be sufficient to cut 100,000 long 
lumber, and 200,000 short ; at the centre suflScient to do all the 
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local grinding of grain. All poorly improved, with leaky dams, 
inferior saw shingle and grist mills. The mills operate spring and 
fcJl. Freshets harmless. 
Market, Bangor, by road. 

Auburn — Androscoggin County. 

[See Appendix.] 

Augusta — Kennebec County. 

Digested from Returns made by Hon, Samuel Titcomb and Got. H. 
A, DeWiM, and from articles in the Kennebec Journal, 

SEVEN POWERS. 

Two powers on small streams, capable of bat a small amount of 
work. No details. 

Four powers upon the Bond brook, four dams in two miles, mills 
upon each, room for others. Stream rather variable in volume, 
but capable of very great improvement by artificial connection 
with large ponds in the vicinity. 

Upper dam occupied by Abner Coombs, grist mill and saw mill ; 
former operates all the year ; the latter fall and spring. 

Second dam, excelsior factory, E. C. Coombs, proprietor ; an- 
nual product, $5,000. 

Third dam, grist mill, Russell Eaton, proprietor; 11,000 bushels 
per annum. 

Lower dam, factory of doors, sash and blinds, J. P. Wyman & 
Son, proprietor j ; thirteen feet fall ; sixty hands ; annual product, 
$100,000. 

Kennebec Dam Power, on the Kennebec river, at the head of 
tide, and within the immediate limits of the city proper. 

Height of the fall, fifteen feet ; part vertical and part on a slop- 
ing apron about forty feet wide. It is now in contemplation to in- 
crease the height of the dam by three feet for the present. 

Volume of water, about 130,000 cubic feet per minute at the 
lowest run of summer. The a^^erage summer run is estimated at 
175,500 cabic feet per minute. [Statement founded upon the ob- 
servations of 1866 and '67.] 

The power due to the average summer run is about 5,000 (4,986) 
gross horse powers, or 3,660 net horse powers. Col. DcWitt 
judges that 332,000 spindles with preparation on print cloths can 
be driven with this power, his estimate being based on his large 

3 
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experience in Rhode Island. This implies the best of machinery 
of all descriptions, capacious canals, and the most jadicions nse of 
the power. 

Lay of the land, by no means favorable for the erection of mills 
with the appartenant boarding houses, yards, etc.; bat understood 
to be susceptible of improvement adequate to all practical neces- 
sities. 

Construction material, — The best of granite close at hand ; also 
unlimited quantities of clay for bricks ; the country above fumishes 
lumber and fuel in all required amounts. 

Owned by the A. &, W. Sprague Manufacturing Oompany; 
Agent and Engineer, Ool. H. A. DeWitt. 

Improvements on this power on a vast scale are now in prospect 
4md in the early stage of execution. Six hundred acres of land 
»have been purchased, extending a mile and a half on the east side 
of the river and a mile and a quarter on the west side. A brick 
yard is in operation capable of producing 100,000 bricks per week. 
Townships of timber land have been purchased, saw mills bought 
afad built, etc., so that a great manufacturing city may reasonably 
be looked for as certain speedily to arise upon this privilege. 

The power of the Kennebec Dam is already employed as follows : 
at the east end an extensive saw mill, Lancy & Smith, proprietors ; 
al>out fifty hands employed ; annual product, $40,000. 

At the west end of the Dam, an excelsior mill, J. W. Longfellow 
& Co.; annual product about $3,000. Also a clapboard planer, 
capable of planing 5,000 clapboards a day. 

A saw mill, Charles Milliken, proprietor ; twenty-five hands ; 
product, $76,000 to $100,000. 
* A saw mill, D. G. Baker & Co.; fifteen hands ; product, $25,000. 

Sash, door, and blind factory. Bangs & Mosher; thirty-five 
hands; $60,000 per annum. 

Barrel-head factory. Freeman Barker, $7,000 per annum. 

Scoles' grist mill, 25,000 bushels per annum. 

0. W. & W. G. Emery, planing and job mill. 

E. Atkins & Co., boxes and shocks, $12,000 a year. 

Furniture factory, A. Cowee & Son, $25,000. 

Furniture factory, David Knowlton, $2,000. 

Broom and brush handle factory, Smiley & Church, $5,000. 

Kennebec Mill, A. & W. Sprague Manufacturing Company, 
10,000 spindles, 300 looms ; 2,400,000 yards light sheeting ; hands 
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175, of whom 125 are females ; value of product, $275,000 at last 
year's prices. 

Some horse powers of steam are employed at present in 

processes more or less closely connected with the water-power 
manufacturing, and the amount will doubtless greatly increase as 
the water-power comes into larger use. 

Accessibility, — Augusta is connected with the seaboard by a line 
of railway, is about three hours distant from Portland, and eight 
from Boston. For about eight months of the year the river is open 
to the city, admitting the approach of vessels drawing — feet. 

The proper utilization of the lakes and ponds upon the Kennebec 
for reservoir purposes will undoubtedly treble the working capacity 
of the Kennebec Dam power and others above. There are proba- 
bly 300 square miles of lake surface available for storage improve- 
ment, the lakes being many of them of large size. In addition, 
artificial reservoirs thousands of acres in extent can be constructed 
at moderate cost. 

Population of Augusta, 1867, 8,000; valuation, $5,500,000. 

"The A. & W. Sprague Manufacturing Company in connection 
with the Kennebec Land and Lumber Company, have it in view to 
raise and improve the dam at Moosehead lake, and to control the 
flow of water therefrom." 

Aurora — Hancock County. 

[See Appendix.] 

» 

Avon — Frankun County. 
Digested from Selectmen's Returns, 

THREE POWERS. 

First, " Russell's Mills," on the outlet stream of Mount Blue 
pond, manufacture boards, clapboards, laths and shingles. Suf- 
ficient water to saw about four months in the year. 

Second, situated one mile further down the stream, " Ilaine's 
Mill," manufactures lumber of the same kind as the " Russell 
Mills." These powers might be materially improved by a dam at 
the outlet of the pond, and raising the water some three or four 
feet, which the proprietors of the first power are authorized to do, 
there being a surface of more than three hundred acres. The rocks 
about these falls are mostly granite, and are suitable for building 
purposes. The falls are nearly equal and are each about fifteen feet. 
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Third, on a stream in the westerly part of the town, one and a 
half miles from Phillips village, on which are mills of the same 
kind as before named. Mills operate about three months in the 
year. Fall less than fifteen feet. One-half of the basin of the 
stream is covered with forest, quite a large amount being spruce, 
hemlock and bass, suitable for manufacture. 

The " Mount Blue pond" drains an area of about fifteen hundred 
acres, two-thirds being forest ; a large amount of spruce, hemlock, 
bass, maple, birch, suitable for manufacture and easy of access. 
Aggregate production, $4,000. Market, Farmington and Lewiston. 



%A 



Bailbyvillb — Washington County. 
Digested from the Retuma of Calais, and Anson's Bepori of Survey. 

THREE POWERS. 

First. " Sprague's Falls," on the St. Croix, five miles above the 
Baring Mills. Fall about twenty-five feet. " A magnificent wa- 
ter-power." At the head of the falls an island divides the river, 
and the St. Croix Log Driving Company have built a dam across 
the western channel. 

The power is totally unimproved. The Lewey's Island Railroad 
passes close by this privilege. 

Second. " Enoch's Rips," one-half mile above Sprague's Falls, 
on the St. Croix. Height of fall nine feet. 

It is totally unimproved. 

Third. The "Grand Falls," six miles further up on the St. 
Croix, just below the division of the river into the West and North 
branches. The falls consist of two pitches about half a mile apart, 
each pitch having a descent of about eighteen feet, and in combi- 
nation constituting a power of the first magnitude. At the head 
of each fall is an island, with a dam from the islands to the English 
side. 

It is entirely unimproved. 

The extraordinary constancy of the volume of the St. Croix, its 
susceptibility of improvement in natural and artificial reservoirs of 
great size, the convenient lay of the land adjacent to the above 
falls, the abundance of building material in their vicinity, and their 
position not remote from navigable waters, with a railway in their 
neighborhood, — render the above mentioned privileges of the first 
value and of the highest capacity with reference to economical im- 
provement. 



seoretabt^ report. 3>;^ 

Baldwin — Cumberland County. 
Digested from Selectmen's Returns. 

[See also *< Baldwin and Hinun;*' ** Baldwin and Limington.''] 
TEN POWERS 

On Break-Neck brook, a stream in the west part of the town, 
are the following privileges : 

First. The " Burnell Privilege," situated on town road, about 
two miles from county road. Fall, in one hundred feet, twenty 
feet. Besides this, the dam as now constructed, gives a head of 
seven feet or more. A saw mill, shingle machine, saws for cutting 
staves, &c. Stream falls rapidly from the mill. Taking the water 
from bottom of dam the proprietor runs a twenty-foot overshot 
wheel. If the mill were further down stream, there might be a 
larger wheel. Dam could be made higher. The water used to 
the best advantage would run the machinery now on the premises 
night and day the year round, or nearly so. The pond, as now 
flowed, covers an area of about three acres. Mill is located in 
from the stream, where it is very safe. Considerable lumber in 
the basin of the brook above the mill. Lay of the land favorable, 
and building materials plenty. 

Second. A short distance below BurnelFs privilege is " Rich- 
ardson's Privilege." Grist mill, shingle machine, circular saws, 
planer, &c. The machinery now runs about half the year. Might 
be made to run the whole year by day. Head seven and a half 
feet, and pond flows about two acres. Dam could be raised some 
two feet, and pond would flow about three acres. 

Third. About one hundred rods below the last described prem- 
ises, are the "Little Falls." Not improved. Six feet fall, good 
chance to flow, and a flne little privilege. 

Fourth. About three-fourths of a mile further down the stream 
is " Bowers' Privilege," on town road about three-fourths of a 
mile from county road. Formerly a saw mill and grist mill did a 
good business here, but the privilege is not now occupied. Fall 
about eight feet ; chance for a small pond with several feet head, 
and for another pond at the head of the lower pond, that would 
flow fifteen to twenty acres. Well situated, and a good water- 
power. 

Fifth. Still ftirther down the stream, a short distance from 
county road, is " Wetfoot Privilege." Not improved. Few feet 
fall, but a chance to build a high dam, and flow a large territory. 
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A grist mill, or other light machinery, could be ran the year round, 
or nearly so. 

On Dag-hill brook, a small stream that crosses the county road 
about one-half mile below West Baldwin village, are several good 
privileges for light machinery, as follows : 

Sixth. Near the county road, is " Clark's Water-power." 
About nine feet head, pond small, rake factory, circular saws, &c. 
Used to best advantage would run light machinery nearly or quite 
the year round. 

Seventh. Just above the latter privilege is " Harding's Water- 
power," now used for a rak^ factory. Head nine feet, and water 
sufficient for the business. Well situated on the county road. 

Eighth. A little further up the stream is the privilege of Jos- 
eph Harding, jr. Well situated on the county road. Dam eight 
feet in height, five feet water in the flume. Saw mill and rake fac- 
tory. Will run all this machinery two or three months in ihe 
year. There is an upper pond, which flows twenty-two acres. 
With help of upper pond, can run light machinery nearly the year 
round. 

Ninth. Still further up stream, and more retired, ''Flint's priv- 
ilege." Twenty-four foot overshot wheel ; shingle machine, spoke 
machine, circular saws, &c. Runs nearly or quite the year round. 

Tenth. On Quaker brook, three-fourths of a mile from East 
Baldwin village, " Dyer's Water-power." Fall and head ten feet. 
Saw mill, shingle machine, circular saws, &c. With tight dam 
aud good machinery, might -run an up-and-down saw nine months 
in the year. A good privilege and very well situated. 

Baldwin — CuMBERLANn County, ANn Hibam — OxFORn County. 

Digested from the Survey of Cyrus Ingalls, Esq,, procured and en- 
dorsed by the Selectmen of Hiram, Also from the Returns of the 
Selectmen of Baldwin, 

[See also ** Baldwin;" aod " Hiram."] 
ONE POWER. 

" Great Falls," on Saco river, two and one-half miles below 
Uiram bridge in Hiram. The distance from the head of said falls 
to the foot is fifty-five rods, with a descent of seventy-two feet 
three and one-half inches. The distance and fall are divided as 
follows : The first thirty rods have a fall of twenty-eight feet five 
and one-half inches ; the next, fifteen rods, a fall of twenty-three 
feet ; and the last ten rods, a fall of twenty feet ten inches. 
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The river for some distance above and below the falls is the 
boundary line between Hiram and Baldwin. Its bed and shores 
are mostly a solid ledge the whole distance. The shores are high 
and bold ; the land upon the east side rises to considerable height, 
bnt upon the west side is nearly level with high water mark. The 
river seldom overflows its banks. 

As to the volume of water, cannot state definitely, but will say, 
at a common stage of the river there would be one hundred thou- 
sand cubic feet per minute. 

Some years ago, the Water-Power Company of Saco cut a chan- 
nel through at the head of these falls, on the west side, and put in 
locks for the purpose of holding back water to use through the 
dry season of the year. 

The White Mountain stages pass down directly upon the east 
side of these falls in going to Portland, and by the west bank in 
going from Hiram bridge to Cornish. 

The land upon the west bank is favorable for setting ntills and 
factories a distance from the shore or bank, and taking water fi*om 
the river. ^ 

The report from Baldwin agrees substantially with the statement 
above given ; judges the volume of water at the mean stage of the 
river to be from 75,000 to 100,000 cubic feet per minute ; thinks 
the water can be used very advantageously on either side, though 
perhaps most advantageously on the Hiram side ; adds the fact 
that there is no dam, but that one might be constructed to pond 
water back for miles ; amount of damage resulting, not stated ; 
building material of all sorts abundant, except brick ; not* able to 
say whether these can be made of good quality close at hand ; a 
hope expressed for speedy railroad communication that another 
"Lewiston may spring up upon this great power.'' 

Baldwin — Cumberland County, and Limington — Yobk Countt. 
Digested from (he Returns of Baldwin and Limington, 

[S«e also « Baldwin;" and '* Limington.''] 
ONE POWER. 

" Highland Rips," on the Saco river, height fifteen feet in a 
horizontal distance of forty rods. Width of river two hundred feet. 

No estimate of the power by measurement has ever been made. 
Power presumed to be totally unemployed as no mention is made 
of improvements. 
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Granite abundant and saitable for building dose at hand. Pro- 
prietors disposed to have surveys taken in part at their expense. 
Market, Portland. 

Bancror Plantation — Aroostook Gountt. 
Digested from Assessors* Seturns. 

THREE POWERS. 

" Baskahegan Falls/' on Baskahegan stream, height twenty-six 
feet in seventy-five rods. Grist mill, saw mill, shingle mill, clap- 
board machine. Can operate the year through, the stream being 
fed by Baskahegan lake which covers about seventeen square 
miles, and by other smaller ponds. 

" Hotbrook Falls," on the outlet stream of Hotbrook pond. This 
pond contains four or five square miles. Power unimproved. 

*' The Falls,'' on the Mattawamkeag river, height fifteen feet in 
fifty rods. Could operate the whole year. Stream fed by a great 
number of ponds, large and small, further up. Entirely unimproved. 

The capacity of the lakes and ponds can be largely increased for 
reservoir purposes. Underlying rock, limestone. The lay of the 
land about the falls favorable for the location of mills. 

Market, Bangor by military road, steamboat and railroad. 

Bangor — Penobscot County. 
Digested from the Mayor's Returns, 

[See also ** Bangor and Brewer."] 
SIX POWERS. 

All the above are situated on the Kenduskeag stream, and are 
known as the falls at "Drummond's Mills," at " McQuestion's 
Mills," at " Bruce's Mills," at " Hatch's Mills," " the Four Mile 
Falls," and ''Six Mile Falls." These are mentioned in their or- 
der, going up the stream from the Post Office. 

The height of the falls is estimated at from ten to fifteen feet for 
each power. The first four, as above mentioned, flow back the 
Kenduskeag about one mile each ; the last or Six Mile Fall flows 
back over two miles ; giving an aggregate, from Drummond's dam 
to head of flowage of Six Mile Falls, of eight to nine miles. 

No estimate given of the powers, in the annual work they would 
do, or in the annual work done. " The products, similar to our 
own, of powers on the river and streams north of the Kenduskeag 
stream, center at Bangor; and there is no convenient way of 
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makiDg a separate estimate of the prodncts of the power in use 
here. The Bruce mills, however, could saw from 2,600,000 to 
3,000,000 feet of lumber annually/' 

There is a dam at each of the six powers except at Four Mile 
Falls. Four of the powers are improved with mills, to wit : Drum- 
mond's, McQuestion's, Brnce's and Hatch's mills. One of said 
mills manufactures lumber and plaster, grinds grain and has a trip 
hammer and wool carding machinery ; one manufactures lumber 
and salt ; the others, lumber only. 

The mills run about seven months annually with full power ; 
and for some time longer with less than full power. 

Some of the machinery is of the best construction for econo- 
mizing power. The Bobbins wheel is used ; also the old Steams 
wheel and several others. The center vent turbine wheels are 
generally used ; some reacting. 

The powers are owned by Messrs. Morse & Co., (two powers,) 
Stetson & Co., (one power,) Merrill & Sons, (one power,) and J. 
B. Lumbert, (two powers.) 

The Kenduskeag stream is naturally connected with a few small 
ponds ; and, artificially, could be readily connected, by an inex- 
pensive two mile canal, with the Pushaw pond, distant about three 
and a half miles from the stream. The Pushaw pond now covers 
an area of about twelve square miles ; and, at little expense in the 
erection of dams, etc., could be converted into a reservoir of much 
greater area, wherein the water could be raised and held, five to 
seven feet above its usual level, to supply the Kenduskeag stream 
during drouth, or low water towards the end of summer. The 
stream is rapid, rises from eight to twelve feet during freshets, but 
is considered comparatively safe. The supply of water is not large 
during part of the summer. 

The out-cropping and underlying rocks are slate, easily quarried 
and much used as rough building material. 

The lay of the land at all the various falls is 8uiMle, and at most 
of the falls extremely favorable, for convenient location of mills 
and workshops. A small part of the basin of the stream is wooded. 

As, probably, none of the powers are for sale, it is presumed the 
proprietors would not be disposed to have surveys taken in part, 
or wholly, at their expense. 

Efiect of the improvement of the power. Four of the powers on 
Kenduskeag stream are engaged in the profitable manufacture of 
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lumber and in grinding salt, plaster and grain, as before stated. 
There are no specific facts obtainable as to the effect of the im- 
provement of these powers upon the wealth and population of the 
city ; but as Bangor owes her present prosperity principally to 
the successful manufacture of lumber, on the Penobscot river and 
its tributaries, it is presumable that these local manufactures have 
exercised an influence proportionate to their extent. 

Market. Lumber is shipped from Bangor direct, to almost every 
port where there is a sale for it ; but our principal markets are 
Boston, New York and the West Indies. The Penobscot river 
(when not closed by ice) is our usual, as well as best and cheap- 
est, channel of transportation. 

The soil is mostly clayey loam, with some small areas of gravel, 
and has generally a hard pan of clay. In most localities the soil 
is very retentive of water ; and is relieved only by thorough drain- 
age. ^ 

Bangor, and Brewer — Penobscot County. • 

Digested from (he Beiuma of Mayor Wakefield of Bangor; and 
from the Survey of Hiram F, Mills, Engineer of (he Hydrographic 
Survey for the Eastern Division. 

[See also "Bangor"; and "Brewer.**] 
ONE POWER. 

"Treat's Palls,'' on the Penobscot river, one mile above the 
harbor proper of Bangor, and within one mile of the city Post Of- 
fice. The falls are now flowed by high tide, but to what depth is 
not stated. The total range of the ebb and flow in the harbor one 
mile below, is from twelve to eighteen feet ; range from lowest to 
highest water on the river proper (above tide) about twelve feet. 
A dam fifteen feet above mean high tide will pond the water back 
about four miles. The privilege is owned by Messrs. Leavitt, 
Weston, and others. For further information respecting the priv- 
ilege I subjoin the statement (or the essential portions of it) of the 
Engineer of the Ilydrographic Survey for the Eastern Division, 
Hiram F. Mills, Esq. ♦ 

"The circumstances under which my determination of the vol- 
ume of the river was made were these : In the spring of 1866 I 
examined the river and the men connected with the mills from 
Milford to Bangor, for the purpose of determining the least quan- 
tity that flowed in the river in the extremely dry seasons of 1864 
and '65, and the greatest quantity in time of freshet. The latter I 
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Bncceeded in getting quite to my satisfaction, as one of the greatest 
freshets known occurred during my observations, when there was 
flowing ninetj^six thousand (96,000) cubic feet per second. 

The actual quantity flowing in the greatest drought could not at 
that time be determined ; but I was fortunate in obtaining data by 
which I could, by measurements made at this time, determine the 
quantity actually iLsed in that dryest time, and thus know a quan- 
tity which could, with certainty, be relied upon in an extreme 
drought, and one upon which estimates could be based with safety. 
This quantity I found to have been nineteen hundred and fifty 
(1,950) cubic feet per second, exclusive of that used at the sluice 
for passing rafts. 

The quantity here excluded I could not at the time form a judg- 
ment upon, as the quantity required was not only that for passing 
the rafts through the sluice but over the rapids between the sluice 
and the race from the mills. This was evidently in excess of the 
quantity that would be required at a well constructed sluice at 
Treat's ialls for the passage of rafts ; hence I could report that at 
Treat's falls there would be supplied constantly through the twen- 
ty-four hours in the greatest drought, the quantity necessary for 
the passage of rafts, together with 1,950 cubic feet per second, 
that could be applied to manufacturing purposes ; and having to 
report without seeing the river in its lowest stage, I could only, 
from the data gathered and my measurements express my confi- 
dence that the quantity that can be relied upon is in excess of this, 
probably twenty-five per cent., possibly fifty per cent. 

This quantity was, however, the base of my computation of re- 
sults, providing, of course, room for the use of any further quan- 
tity that could be realized. 

With a constant fall of fifteen feet and no pond, the amount of 
power that could be derived from this water, would be, in gross 
3,315 horse-powers. 

With the proposed dam at Treat's falls to a height of fifteen feet 
above mean high tide with flash boards two feet high in time of 
drought, the above amount used in connection with the pond and 
so much of the tide as can be used to advantage, will furnish during 
the working hours of the dryest day a power in gross of nine 
thousand (9,000) horse-powers, leaving the surface of the water at 
evening, level with the top of solid dam. 

During the night the pond will fill to top of flash boards, besides 
allowing the constant use of 1,473 horse-powers. 
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The advantage that can be taken of the tide in connection with 
the large pond above the dam, with the nse of tarbine wheels is 
shown in this increase of power from 3,315 horse-powers to 9,000 
horse-powers. This result is derived from calculating the exper- 
ience of the worst day of a dry season in which the circumstances 
would be, 1,950 cubic feet of water per second being supplied by 
the river, and high tide a half hour after starting the factories in 
the morning, the pond being iuU to top of flash boards. 

This is one of the many cases in which in an unimproved river 
the quantity of water flowing and the fall are items by themselves 
quite inadequate to present the capabilities of the river for the de- 
velopment of power. 

The 9,000 horse-powers that can be derived from the Penobscot 
by the construction of a dam at Treat's falls, can be increased to 
13,500 horse-powers at this point by constructions up the river, 
similar to those upon the Merrimack. 

The site selected for the dam at Treat's falls is underlaid by a 
continuous ledge of good quality throughout, and there is no ques- 
tion of the practicability of constructing a dam there which shall 
be permanent, and never require repairs that will interfere with 
the daily use of the water of the river. 

The length of the overfall designed is eight hundred and twenty- 
eight (828) feet. The total length of canals will be a little less 
than half that in Lowell to supply the same power to the same 
area, and the expense of constructing them here will be very light. 

The wheels will deliver their water directly into the river, thus 
obviating the expense of constructing long races at a low level. 

The area for factory sites directly below the dam, is ample for 
the use of the power when fully developed, and remarkably well 
adapted for this use. Entire safety in time of freshets will be se- 
cured. 

The material for foundations is very good, being, over the greater 
part of the area ledge at a convenient depth, and where not of 
ledge of hard gravel and clay. 

Building stone of superior quality for foundations, is found in 
available positions in the immediate vicinity, and the excellent 
Brewer bricks are manufactured close at hand. 

The expense of constructing factories on these sites will be un- 
usually small, and there will be the great and unusual advantage 
of both railroad communication and of free navigation in deep tide 
water to and from the factory yards." 



8ECRBIARrS RBPORT. 45 

Baring — Washington County. 

Digested from the Returns of C. F> Todd, Esq., of Calais, 
ONB POWER. 

" Baring Mills/' on the St. Croix, three miles above the mills at 
Milltown, (Calais.) A dam extends across the river at this point, 
and gives about ten feet head at a high stage of the river. Im- 
provements are as follows : 



English side. 

Six gangs ; three single saws, 
six lath machines, three shingle 
machines. 

Will cut fifteen millions of 
long lumber, fifteen millions 
laths, 2,500,000 shingles. 



American side. 

One gang ; one lath machine, 
one shingle machine, one card- 
ing machine (not in operation.) 

Will cut two million feet lum- 
ber, two million laths, one mil- 
lion shingles. 



A building has recently been erected, forty by sixty feet, three 
stories high, for a woollen mill. 

Barnard — Piscataquis County. 
Digested from Selectmen's Returns, 

SEVERAL POWERS. 

" Bear Brook'' runs through the central part of the town for al- 
most its entire length. It is a rapid stream, having a fall suflScicnt 
at several points for improvements. With properly constructed 
dams, a considerable amount of machinery could be run at many 
points 'along the stream the entire year, excepting perhaps in an 
extremely dry season which may occur once in many years. 

There are a saw mill and grist mill in operation at one point. 
There are also a saw mill and shingle machine on the East or Main 
branch of the stream. There is also a saw mill in process of con- 
struction at Egery & Williams' slate quarry on the West branch 
of the stream. This stream is not half so large as Bear brook 
proper, or East branch ; yet they expect to saw heavy lumber and 
run machinery for quarrying purposes. 

There are also three more streams in the south and east part of 
the town about the size of the above mentioned West branch ; 
names : Trout brook, Green brook and Wells brook. The Green 
brook will afford valuable power for quarrying purposes, as there 
are several slate ledges and veins along its banks. 

The Brownville slate ledges continue through this town, and 
there are many other veins found. Some have not been touched. 
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others hare been partially tested and found very promising, while 
there is but one thoroughly proved and in active operation, the 
Egery & Williams quarry, situated as above mentioned. It has 
been in operation about one year, and so successfully, that we 
presume it could not be purchased for ten times its cost one year 
ago. We believe the product to be fully equal if not superior to 
any slate in this country. There are specimens of slate about Bve 
feet square, and about one-fourth of an inch thick, as it came from 
the ledge. 

There is an immense amount of lumber of all kinds usually found 
in this State, especially spruce, hemlock, cedar and all the hard 
woods. Hemlock is almost inexhaustable. We do not think 
there is another place in the State where the Extract of Hemlock 
could be manufactured with a greater certainty of success. Land 
is now very cheap in this town. 

Bath — Saoadahoc County. 
Digested from (he Betuma of James Wakefield, Esq. 

THREE POWERS. 

** Sewall's Mill," a tide power, fall thirteen feet, twenty horse- 
powers, will g^nd ten thousand bushels of grain, and saw 200,000 
of lumber. One saw, operates eight months. Two wheels, H. 
Blake's patent, thirty and thirty-six inches in diameter each. 

" Rogers' Mill," a tide mill on Whiskeag stream, sixteen horse- 
powers, will saw 300,000 of lumber. One saw, operates nine 
mouths yearly. Kendall wheel. 

" Winnegance Mill Dam Company's privilege," a ti.de power, 
three hundred and thirty-three horse-powers, will saw 16,000,000 
of lumber, operates nine months. Kendall wheel. 

Market, Bath, Portland and Boston, by rail and sea. 

Two-thirds of the above power (Winnegance) is in Phipsburg; 
one-third in Bath. 

Beddington — WAsmNGTON County. 

[See Appendix.] 

Belfast — Waldo County. 

Returns of John H, Quimby, Esq, 
TEN POWERS, AND MORE. 

'* Goose river, the largest stream in Belfast, empties into Belfast 
bay, directly opposite the wharves of the city, on the eastern side 
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of the harbor. It has a fall of 185 feet In three-fourths of a mile, 
the river running that distance oyer a ledge. It flows from a pond 
or lake called Goose pond, which lies in Swanville, six miles from 
Belfast, which pond contains thirteen hundred acres, with a great 
depth, and a large water shed draining into it. It is also fed by 
springs from its bottom which makes a steady supply of water 
during the entire year. 

At the outlet of this pond, there is a solid stone dam, so that 
there never has been or can be any freshet upon the river to do 
damage to buildings or dams, that are or may be erected thereon. 
About one-half of the powers upon said 'river are now occupied. 

First. At the mouth of the river near the bay, there is now in 
process of construction a stone dam, which, when completed, will 
be, on top, three hundred feet long and twenty feet wide ; and 
twenty-six feet wide at tbe bottom, and thirty feet in height, built 
upon a ledge. The salt water flows at full tide at the face of this 
dam, ten feet, leaving a head of water in the pond at full tide of 
twenty feet, and at or near low tide of thirty feet. 

There are also wharves being built upon each side of said stream, 
extending from the dam three hundred and twenty-five feet to the 
bay, one of which will be one hundred and forty feet wide ; they 
will be of solid rock and gravel, and vessels drawing from twelve 
to fourteen feet of water can load or discharge at the wharves at 
the foot of this dam. 

The pond at this dam will contain fifteen or twenty acres, and 
the main travelled road from Belfast to Searsport crosses the pond 
about fifty rods above the dam. The volume of water at this dam 
will be equal to one hundred and eighty-five horse-power, (this 
power being calculated upon a Turbine wheel about five feet in 
diameter. This privilege is not occupied. 

Second. The next fall above on said river has forty-eight feet 
head, equal to eight hundred and fifty horse-powers, and is not 
occupied. 

Third. The next above this has fifteen feet head, equal to one 
hundred and fourteen horse-powers, with a stone dam, and is oc- 
cupied for a grist mill. 

Fourth. The next fall above has fourteen feet head, equal to 
one hundred horse-powers, has a stone dam, occupied for manu- 
facture of paper. 

Fifth. The next fall has ten feet head, equal to sixty-two horse- 
powers, has a stone dam, is occupied for manufacture of paper. 



48 HTDROQRAPHIO 6URVBT. 

Sixth. The next has eighteen feet head, equal to one hundred 
and fifty horse-powers, has a nice stone dam, is occupied for man- 
ufacture of paper. 

Seventh. The next has ten feet head, equal to sixty-two horse- 
powers, has a stone dam, is occupied for an axe factory. 

Eighth. The next has ten feet head, equal to sixty-two horse- 
powers, has a stone dam, is occupied for an axe factory, (" Whi- 
ting's axe factory.") 

Ninth. The next has thirteen feet head, equal to ninety-two 
horse-powers, has stone dam, and is occupied for the manufacture 
of paper. 

Tenth. The next and last, the " Mason dam,'' has a fall of 
twenty-five feet head, equal to two hundred and forty horse-pow- 
ers, has a stone dam, and is unoccupied. 

Those powers on the stream used for the manufacture of paper, 
are occupied by the Messrs. Russell, from the firm of William 
Bussell & Sons, Lawrence. The axe factories of Messrs. B. Kel- 
ley &, Son, and Isaac L. Dunton. 

The power used for a grist mill with those below including the 
dam at the outlet, are the property of Iliram E. Peirce, Etjq. 

We have also several other small water-powers within the limits 
of our city, but none that in size or volume can compare with this, 
and they are mostly located at such points, that no heavy manu- 
factory could be established upon them, and they are mostly oc- 
cupied for saw, stave, shingle, grist and plaster mills. 

Mr. Peirce, the gentleman to whom I am indebted for the state- 
ments regarding the powers on this stream, has a very full chart 
of it from its source to its outlet, drawn by Mr. Eddy, a skillful 
engineer, which would be placed before your committee if it was 
desired, I have no doubt. 

Belgrade — Kennebec County. 

Digested from Selectmen's Statement, 

THREE POWERS. 

First, at " Belgrade Mills' '; the average height of fall is ten feet ; 
one saw mill, one shingle machine, one grist mill, with three runs 
of stones, a com cracker, &c., which have constant employment; 
also a factory for the manufacture of thread-spools and excelsior, 
which does a large amount of business, using annually 6,000 cords 
of birch and poplar wood. 

This power is very inadequately employed, considering the great 
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supply of water and excellence of the location, it being situated at 
the ontlet of Great pond, which is aboat eight miles in length, and 
has an average width of two and a half miles, and is supplied by 
North, McOraw, and other ponds, besides numerous large and 
small streams. This power is situated six miles from the Maine 
Central Railroad station at Belgrade. 

Second, at the outlet of McOrath pond, at the present time un- 
dergoing improvement, there having been erected the present sea- 
son, 1867, a building 40 by 50 feet, three stories high, intended for 
machinery of various descriptions ; already in operation, saw mill, 
shingle machine, and saws for laths, pickets, &c., grist mill with 
two runs of stones, com cracker, &c., with room and power for 
more mills during a portion of the season. Height of fall, ten feet. 

Third, below the above powers, on the outlet of McGrath pond, 
was formerly occupied for a saw and shingle machine ; is at present 
doing nothing, but with capital might add to our numbers and re- 
sources. 

Belmont — Waldo County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

First, on "Tilden Stream," the outlet of Tilden pond; fall 
twenty-four feet in half a mile. 

Second, on "Green Stream''; fall twenty feet in a half mile. 

Third, on "Cross Stream''; fall fifteen feet in one-fourth mile. 

The above streams are connected each with a pond two miles 
in circumference. Two mills upon them, which operate about six 
months. Capacity of the lakes can be increased by dams. One- 
fourth of the basin wooded. 

Market, Belfast, by road. 

Benedicta Plantation — Aroostook County. 
StcUement of the Assessors. 
There is no water power in this plantation. 

Benton — ^Kennebec County. 
Digested from Selectmen's Returns, 

FIVE POWERS. 

The " Lower Falls," on the Sebasticook river, about half a mile 
from the south line of the town. Height twelve feet in half a mile. 

4 
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Works all the year. ImproTements, saw unH, griat mill« ahingle 
machine, and a manafiM^tory of Inrnsh-handleB. 

The " Upper Falls/' on the Sebasticook river, half a mile above 
the Lower fiilla. Hdght ten feet in one mile. Works all the year. 
Improvements, saw mill and match fSEKStory. 

The " Nine Mile Rips/' on the Sebasticook river, about one mSe 
above the Upper iUla. Height from eight to twelve feet in one 
mile. No improvements. Goold work all the year if improved. 

" Hunt's Mill/' on the Fifteen Mite stream. Height of fell nine 
feet, horizontal ran one mile. No improvements. 

"Hansoom's MUls," oa Fifteen Mile stream. Height fiflaen 
feet in a running distance of two miles. Improvements, gang and 
single saw, planing machine, last machine, shingle machine and 
tannery. 

The mills on the Fifteen Mile stream operate about three-fourths 
of the year ; the tannery all the year. 

Machinery not of the best sort for economizing power. The 
Kimball wheel, Tnttle wheel and Atkins wheel are used ; the last 
regarded the best. 

The power on the Sebasticook could be greatly increased by the 
improvement of the ponds for reservoirs. An artificial reservoir 
of 1,000 acres could be readily constructed on Fifteen Mile stream, 
above Hanscom's Mills. This stream also connects with Albion 
pond. 

No danger from freshets ; range of water on the Sebasticook a 
a little over six feet ; on the Fifteen Mile stream about six feet. 

Rocks, granite and slate ; excellent for building purposes. Lay 
of the ]aind about the falls convenient for the erection of mills. 

Value of AggregcUe Products. — At Hanscom's Mills, $27,000 ; 
Sebasticook Lower Falls, $10,000; Sebasticook Upper Falls, 
$6,000. 

The power if suitably improved will add very much to the wealth 
of the town ; it has already to a considerable amount. 

Accesaibility. — The Sebasticook Upper and Lower falls are about 
two miles distant from the depot of the Maine Central Railroad at 
Kendairs Mills. Hunt's and Hanscom's are abont four miles from 
the depot of the same railroad at Clinton. Lumber goes to Au- 
gusta and other points by water. 
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Berwick — York County. 
From the Betuma of (he Selectmen. 

SIX POWERS. 

The above are located in the order in which they are named be- 
low, the first four opposite the village of Great Falls, and the last 
two opposite cne village of Salmon Falls, N. H. All on Salmon 
Falls river. 

The first four are known as the "Great Falls" on Salmon Falls 
river, and the last two as " Salmon Falls." More definitely — 

No. 1, the Mast Point Privilege. 

No. 2, Great Falls Manufacturing Co.'s upper level. 
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2d *' 
8d 



upper " 
lower level. 



No. 8, " " 

No. 4, " " 

No. 5, Salmon Falls " 

No. 6, " " " 

The vertical descent is distributed as follows : 

No. 1 is 8 feet fall ; No. 2, 33 feet ; No. 3, 83 feet ; No. 4, 88 
feet; No. 5, 19 feet; No. 6, 22 feet. Total, 148 feet, of which 
107 are obtained in two miles, and forty-one in about fifty rods. 

No. 1 is simply a feeder for the next three. It is filled by night 
and drawn down by day, and thus no water runs to waste by night. 
It is supplied by the reservoir ponds above, from which is drawn 
in twenty-four hours what the mills of the Great Falls Manufactur- 
ing Company use in eleven. This quantity is 409 cubic feet of 
water per second, which if used on a fall of eight feet would give 
an absolute power of, say 371 horse-power, but the great variation 
in the head renders it of little value for operations at the dam. 

The above quantity flows to Nos. 2, 8 and 4 successively, and 
would give, say «>»"%g3"w = 1,630 horse-powers to each, or 4,690 
horse-powers to the three. It then flows to Nos. 6 and 6, and 
would give respectively 880 and 973 horse-powers. As the thread 
of the Salmon Falls river is the boundary line between this State 
and New Hampshire, only one-half this power, or 3,221 horse- 
powers, is in this State. 

The power on Nos. 2, 3, 6 and 6, say 5,913 horse-powers, is all 
taken up by cotton mills, and about a quarter of No. 4 by a small 
woollen mill. Three quarters of this, or say 1,148 horse-powers, 
are as available in this State as in New Hampshire. 

The mills run all the year. 

The wheels are turbines and breast wheels, and probably the 
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useful effect is two-thirds of the power expended, i. e., the powei 
above given. 

The first three privileges and the ponds mentioned below, an 
owned by the Great Falls Manufacturing Company, and the las 
two by the Salmon Falls Manufacturing Company. 

The stream is fed by eight ponds, all used as reservoirs, and con 
taining 3,759 acres, mostly in this State, an account of whicl 
should be found in the reports from the towns of Lebanon and Ac 
ton. The above are all the ponds connected with the stream 
Dams are already erected as high as possible without serious dam 
age to rail and highways. 

Destructive freshets are unknown. By the exercise of its righ 
of controlling the reservoirs, the Great Falls Manufacturing Com 
p^ny maintains a uniform stream the year round. In the sprin| 
freshets a rise of three feet is an unusual occurrence. 

Underlying rocks, granite and trap. Brick clay is also abon 
dant. No difficulty in locating mills, &c. 

According to the published county maps, the area of the water 
shed actually tributary to these powers is about 145 square miles 
of which perhaps an eighth may be covered with woods; bu 
most of the large timber, say 50 feet 14 inches by 16 inches, ha 
been cut. 

As regards the effect of the improvement of the power, there wa 
little more than a bare settlement before the building of the mille 
Estimates from the census of 1860 show that in Berwick, Someng 
worth and Rollinsford, a population of about 9,000 has been brough 
together by the erection of mills on the falls above described. 

Annual production in 1856, for example, 27,534,255 yards cloth 
valued at the mills at $910,571,49. 

Market, in Boston, which is reached by rail or by water after fou 
miles of teaming. 

There are several small powers in town, as Horn's saw mill 
Goodrich's saw mill, Spencer's shingle mill, all on Little river 
Guptiirs saw mill and shingle mill on Beaver Dam brook ; Mcln 
tire's sash, door and blind factory on Salmon Falls brook, etc. 

Bethel — Oxford County. 
From the Slaieinent of G. G. Walker, Esq., and of (he Seleclmeri 

SIX POWERS. 

Five are situated upon ''Alder Stream," which is the outlet c 
ponds covering 1,200 to 1,600 acres, and has a descent of sevent; 
feet in one-fourth of a mile. 



BBCBBIAErS BEPOBT. 5g 

The upper power is Walker's saw mill ; height of fall', twelve 
feet ; works about five months in the year. With improved ma- 
chinery could operate all the year. Owned by C. C. Walker. 
Proprietor wishes to sell. 

RusselPs Bedstead and Furniture Mill ; height of fall eleven feet ; 
works all the year. Machinery not economical of power. Capa- 
ble of turning out with best machinery 10,000 bedsteads per an- 
num. Owned by L. & L. W. Russell. 

Walker's grist and flour mill ; height of fall fifteen feet ; three 
runs of stones ; works all the year. Very superior building. Ma- 
chinery good, but not the best for economizing power. Would 
grind 75,000 bushels per annum with best wheel. Owned by C. 
0. Walker. Proprietor wishes to sell. 

Shingle and threshing mill owned by Hosea Ripley ; fall six feet. 
Machinery of poor construction. Would saw 2,400,000 shingles 
with suitable wheel. 

Fifth power entirely unimproved ; fall about six feet. 

All the above powers are situated within three or four rods of 
the Grand Trunk Railway, which runs beside the stream for some 
distance. They are all perfectly safe against freshets or ice, the 
stream being fed almost wholly by ponds. The largest pond could 
be raised four feet or more for a reservoir, at little expense. 

Sixth, Chapman Brook power ; fall twenty feet. 

Granite abundant. 

Market, Portland, by Grand Trunk Rial way. 

BiDDKFORD— York County. 
Returns toithout endorsement. 

[See also '* Biddoford and Saoo.''] 
TWO POWERS. 

Swan Pond Brook. No specifications. 
Curtis' Brook. No specifications. 

BiDDEFORD AND SaCO— YORK COUNTT. 

Digested mainly from the Returns of the Mayor of 8aco. 

[See also ** Biddeford"; and ** Saoo."] 
ONE POWER. 

" Saco Falls Power," on the Saco river, four miles from its 
mouth and at the head of tide. There are two falls ; the upper 
eight feet ; the lower thirty-two feet ; about one-eighth of a mile 
apart. The river is divided at the lower falls into two channels ; 
the " main river" and the " east branch." 
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The ordinary low summer ran of water is from 260 to 800 onbic 
feet per second. Saco reports that the *' Tolome of the stream is 
not susceptible of any considerable increase by artificial reseryoirs 
or augmentation of the capacity of the lakes, except at great ex- 
pense." The Great Ossipee pond could be converted into a reser- 
voir of great capacity, more than twice the area of the lake at 
present, but for the cost of flowage. The proprietors of the land 
on the lake are not willing to sel( at prices satisfactory to the war 
ter-power companies, and the laws of New Hampshire afford no 
remedy. A dam at Hiram Falls also would keep back an enor- 
mous amount of water, but would flood extensive and valuable in- 
tervals in Brownfield, Fryeburg and Oonway ; accordingly, up to 
the present time neither of these improvements has been carried 
out. Freshets increase the stream fourfold. Total range of water 
ten feet on the dam. 

The power at stncUy lowest run resulting from 260 cubic feet 
per second on a forty foot fall is (nearly) 1,200 gpross or 880 net 
horse-powers. If the volume specified be what can be commanded 
for each second of the whole twenty-four hours, the available pow- 
er may be much greater than that above given, the water being 
held back by night and used by day. There is for nine months 
of the year a far greater sum of power than what is noted above ; 
which may be made available by the use of steam power during 
the drouth season. The returns from Biddeford set the power at 
'* 300,000 spindles," but give no details or information in support 
or explanation of the assertion. It certainly cannot be rated at 
300,000 spindles for average work and at the low run of water. 
HoV much credit is due to the estimate cannot be determined, for 
the returns of Biddeford bear no endorsement or signature. 

Lay of the land good for building. Sites all surveyed. The 
best of granite within a mile. 

AccessiMHiy, — The falls are a short distance only from railroads 
to Portland and Boston ; and as stated above, are at the head of 
tide, vessels drawing ten feet coming to the foot of the lower fall. 
River open to navigation eight or nine months of the year. 

Improvements on the Saco side : On the upper fall a gang saw 
mill turning out 30,000 feet lumber per twenty-four hours ; single 
saw '7,000 feet; box machines making 300 sugar-box shocks per 
day ; heading machines capable of turning out 500 pairs hogshead 
heads daily. 
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On the lower fall and main river the York Corporation, 454 horse- 
powers. H. Temple, Agent, fire mills, 25,000 spindles, capital 
stock $1,200,000 ; employing 300 males at an average of $1.50 
per day ; 600 females at $1.00 per day. Goods furnished, tickings, 
denims, pantaloon stuff, etc. Also on the lower fall, east branch 
of the river, a g^st mill with three runs of stones ; a plaster mill ; 
a manufactory of carriage wheels ; planing, turning ; also unem- 
ployed water-power, 50,000 spindles thereof, available nine months 
of the year. 

Annual production of all the powers in Saco : of the cotton 
mann&ctures $1,000,000 ; of the lumber manufactures $250,000. 
Power on tiie Saco side owned by the Saco Water-Power Com- 
pany; Agent, Thomas Quimby, Biddeford. About forty horse- 
powers of steam-power are employed in Saco in tanneries and 
brick yard. Population of Saco, 6,000 ; six churches ; thirteen 
school-houses; twenty school-rooms ; expenses for schools, 1866, 
$7,456.02. Valuation, 1866, $3,358,460. 

Improvements on the Biddeford side not stated. Power on the 
Biddeford side owned by the Laconia Company, Pepperell Com- 
pany, and Saco Water-Power Machine Shop Company. Products 
for 1867 about $7,000,000. 

BiNOHAlC — SOMERSBT CoUNTT. 

Digested from Selectmen's Returns, 

[See alfo ** Bingham and Moeoow.*^ 
ONE POWER. 

"Holway's Shingle Machine," on Fall brook. Works about 
one-quarter of the year. 
Market, Skowhegan, and other points on the Kennebec. 



Bingham and Moscow — Somersit County. 
Digested from the Returns of Bingham and Moscow. 

[See alfo "Bingham"; and "Mosoow."] 
ONE POWER. 

"Goodrich's Mills," on the Austin stream. Three-fourths of 
the dam are in Moscow; the improvements consisting of saw, 
grist, shingle, clapboard and lath mills are in Bingham. Operates 
the whole year ; but owing to a leaky dam and the porous charac^^ 
ter of the banks has to stop in a severe drouth. 
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NameroQB and large ponds above on the stream, as set forth in 
the statement for Moscow. Freshets heavy. Slate rock abundant 
about the fall. Basin of the stream nearly all covered with forests. 

Market, Skowhegan, twenty-five miles distant. 



Blanohard— Piscataquis Countt. 
Digested from Selectmen's Betams. 

SEVERAL POWERS. 

Situated on Piscataquis river and Thorn brook. Number not 
specified. Named '' Grand Falli9/' " Hatch Falls/' etc. No in- 
formation as to the respective location of these on the streams. 

Numerous lakes in connection with the streams, all susceptible 
of improvement at little cost. Freshets harmless. Building stone 
abundant and good. Lay of the land favorable for use of the power. 
Market, Bangor; but "a railroad at Dexter next year, twenty 
miles distant, will carry it to that point." 

Improvements : One dam, one saw mill, one shingle mill, one 
grist mill with one run of stones. 



Bluehill — Hancock County. 
Digested from Selectmen's StcUement, 

NUMEROUS POWERS. 

Several are situated on the outlet stream of the " Four Ponds," 
which have a total area of about three hundred acres. These 
ponds can be flowed sufficiently to hold water to run two saws the 
entire year. The extreme length of stream and ponds is about 3^ 
miles. The upper pond is elevated about two hundred feet above 
the mouth of the stream., There are two falls occupied on the 
stream. 

" Allen's Mill," at its mouth about 3^ miles from Bluehill vil- 
lage. An old-fashioned fly wheel. Can be run about four months 
in the year, and will cut about 300,000 feet of lumber. 

About two miles from Allen's Mill, and about If miles from the 
village, " Grindle & Stover's Mills," saw mill and a shingle mill 
both on the same dam. The stave mill is propelled by a horizontal 
paddle wheel, and saws about 200,000 staves per year. 

Several are situated upon the " Head of the Bay stream," run- 
ning through the centre of the town and village. Said stream is 
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aboat six miles in length. There is an " upper dam," so called, 
abont 1^ miles from the month of the stream ; which flows a 
meadow of about one hundred acres, and is used as a reservoir. 
The stream rises from its outlet, to said dam, one hundred or a 
hundred and twenty-five feet. 

There are four mills on this stream, and situated on as many 
different dams, all within one hundred rods of its mouth; viz.: 
one saw mill, one grist mill, one shingle mill, and one stave mill ; 
each having a head and fall of about twelve feet. 

The saw mill is located at the mouth of the stream. Spiral 
wheel, and is capable of sawing about 200,000 feet of lumber per 
year. Probably it could be made to do one-third more work with 
a more modem constructed wheel. There is water enough to run 
the mills about one-third of the time. 

One or more on Noyes' pond stream. Stream is connected with 
a pond of about fifty acres. A saw mill located at its mouth, old- 
fashion fly wheel. This stream affords an abundance of water for 
one saw, in the wet season of the year, but fails soon. 

Some are located upon McIIeard's stream. Said stream about 
8| miles in length, and is connected with a pond of about thirty 
acres ; which is fed by springs and the draining of low lands ; 
causing it to hold out most of the year. One saw mill, one shingle 
mill and one stave mill. The saw and shingle mills at the mouth 
of the stream on the same dam. Old-fashion fly wheel, and tub 
wheel, and run about half the time. 

There are as many and quite a^ eligible falls unoccupied, on all 
the above named streams as are now improved. 

"Tide mill," ten acres of pond, grist mill with two sets of stones, 
an elevator, cleanser and bolt. Horizontal paddle wheel, and, 
with ordinary tides, has sufficient water to drive all its machinery. 

About two hundred rods south of the tide mill, is situated ** Blue- 
hill Falls," so called. This, as a tide-water power, is probably 
unsurpassed in the State. Here is the full flow of the tide rushing 
through a passage about one hundred and seventy-five feet in 
width, at high water mark, into a basin or pond, about two miles 
in length and half mile in breadth. Tributary to the pond are 
the Four Ponds stream, above named, and one other stream 
nearly as large, besides several smaller ones. This fall can be 
easily dammed, there being abundance of good granite within one- 
fourth of a mile. 
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BOOTHBAT— LiNOOLN OoUHTT. 

Digeii^ from Selectmen's Returns. 

THREE POWERS. 

First, at the outlet of Adams' pond, a saw mill and carding ma- 
chine. Former operates four months. 

Second, at the outlet of Reed's pond. 

Third, on Mill-Cove stream. 

Artificial reservoirs of mediam capacity are feasible. " Freshets 
increase the power three fold." Snitable rocks for building. 

BowDoiN — Sagadahoc Countt. 
Digested from Selectmen's Returns, 

NINE POWERS. 

• 

First. On Eaton stream in the east part of the town, a carding 
mill, a fulling mill and threshing machine. Net profits last year, 
$600. The fall is about fifleen feet. 

Second. Below, on the same stream, a very good privilege with 
an old grist mill not used, with a fall of twelve feet. Considerable 
business could be done if improved. Either of the above would 
have sufficient water to run one-half of the time through the year. 

Third. In the northeast part of the town, a saw mill and shingle 
machine, on Dead river a tributary to Cathance river. Fall about 
eight feet. Sufficient water, if the dam were good, to saw three- 
fourths of the year. There are large quantities of hemlock, spruce 
and all kinds of hard wood near this mill. In the present state of 
the mill and dam as respects repairs, about $400 to $500 worth of 
business per year is done. 

Fourth. A grist mill, about two miles below the above, on the 
Cathance stream, known as the " Huff Mill." This privilege has 
a head of about ten feet, and is considered the best mill privilege 
in the town. 

Fifth, Sixth, etc. A privilege below is as good or better than 
the foregoing. There are two or three good privileges for mills 
of any kind on this river, with enough water to carry a saw mill 
three-fourths of the year. 

Eighth. A grist mill near the centre of the town at the outlet 
of what is called CsBsar's pond ; fall about ten feet. Mill operates 
about half of the time. 

Ninth. A saw mill, grist mill, shingle machine, picket machine 
and threshing machine on Purington stream ; fall about seven or 
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eight feet ; water enough to carry most of the machinery about 
one-half of the time. Annaal production is not far from $1,500 
per year. 

BowDOiNHAic — Sagadahoc County. 
Selectmen's Statement. 
The water-power in this town is unimportant. 

BOWERBANK — PiSCATAQUIS COUNTT. 

Digested from Selectmen^ 8 Betuma. 

SETERAL POWERS. 

Situated on Mill brook and Long pond stream. None are em- 
ployed. 

Capacity of connected lakes and ponds can be increased to a 
great extent. Abundant and good rock for building. Basin of 
the streams wholly covered with woods. 

Market, Dover, by road. 

Bradford — Penobscot County. 
Digested from Selectmen's Returns, 

TElf POWERS, SMALL. 

Four on the West branch of Dead stream, each of which will 
run one saw for half the year. One in the north part of the town. 

Three in the east part of the town. Two on brook in the 

west part of the town, which will operate about four months in 
the year. 

There are no lakes or ponds in the vicinity. Total products, in 
value, about $8,000. 

Market, Bangor. 

Bradley — Penobscot County. 

[See Appendix.] 

Bremen — Lincoln County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

First and second, on the outlet of Muscongus pond. The upper 
power is about-one mile above the lower, and the lower is at the 
head of tide. The stream has a fall of forty feet in a running dis- 
tance of one mile. The upper power is improved in a saw hiill and 
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grist mill. The lower power is not lued. Aboat 1,500,000 of 
lumber are cat annually. Mills operate abont seven months of the 
year. 

Third, a tide power, known as ** Keen's Mill Pond," near the 
centre of the town. Not improved. 

Fourth, a tide power, known as ** Broadcoye Mill Stream," in 
the northern part of the town. Not improyed. 

The tide flows and ebbs about ten feet Muscongus pond is one 
mile long and a half mile wide. It can 1 8 made a good reservoir. 
Artificial reservoirs are feasible at small expense. Rock, mostly 
granite. Basin one-half wooded. 

Market, all points by water. 

Brbweb — Penobscot Coumtt. 
Digested from Selectmen's Betums. 

SEVEN POWERS. 

These all are situated on Segeunkedunk stream, so called, within 
a running distance of two and a half miles. The height of the falls, 
beginning at the lower, is twenty, fourteen, four, twelve, ten, four- 
teen and twelve feet, respectively. 

There are one gang of saws, two single saws, and a shingle mfll, 
all upon tide water at Brewer Tillage. The power at tide water 
is estimated at 150 horse-powers ; an excellent site for cotton or 
woollen factories. 

The shingle and grist mills operate all the year ; the saw mills' 
about eight months. Breast wheel employed. Power is owned 
by Daniel Sargent, 2d, of Brewer. 

Stream is connected with two ponds, one 3*5 by 1 mile in ex- 
tent, the other 1 by 1 mile ; it has also the flowage of 2,200 acres 
of meadow. The large pond has a dam ten feet high ; could have 
four feet more head. 

Freshets harmless ; stream very constant ; in full working con- 
dition even when tiie mills on the Penobscot are stopped for want 
of water. 

The saw mills cut about 4,000,000 feet of lumber annually. The 
improvement of the power has had as yet no marked effect upon 
the wealth or population of the town, because quite unequal to the 
capacity of the stream. 

Market, all points by sea ; vessels load at wharves close by the 
mills. 
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Bridoton — Cumberland County. 
Selectmen's Statement. 

TWENTY-TWO POWERS. 

First to Twelfth, inclusive. On Stevens' brook, the outlet of 
Grotched pond ; capable of working machinery from that of a saw 
and grist mill to a large woollen factory. A dam at the outlet of 
said pond will reserve say five feet of water. First ; dam for driv- 
ing machinery at "Cumberland Mills,'' twelve feet fall. Second ; 
dam, four feet fall ; sash and blind manufactory, both owned by R. 
Gibbs. Third ; dam, saw mill, carriage factory, and foundery ; 
owned by B. Walker. Fourth ; dam, twelve feet fall, " Pondich- 
erry Mills," machine shop, and grist mill, three runs of stones ; 
owned by Storer Bros., Davis & Littlefield. Fifth ; at "Johnson's 
Falls," dam twelve feet ; saw mill. Sixth and seventh ; sites for 
two dams, fall twenty-eight feet; unimproved. Eighth; dam, 
twelve feet fall, "Forest Mill, No. 1." Ninth; dam, twelve feet 
fall, " Forest Mill, No. 2," all owned by Taylor & Perry. Tenth 
and eleventh ; sites, fall twenty-five feet ; unimproved ; owned by S. 
F. Perley, Esq. Twelfth ; site, twenty feet fall ; owned by H. 
Little ; unimproved. Total fall about 150 feet in one and one-half 
miles. 

Thirteenth and Fourteenth. On Wood's pond outlet. First dam 
ten feet fall ; saw and grist mill, owned by Berry Bros. Second 
dam ten feet fall ; grist mill, owner not known to the reporter. 

Fifteenth and Sixteenth. At North Bridgton. First dam twenty 
feet ; bedstead and furniture factory, saw and grist mill, owned by 
Hon. L. Brown. Second dam sixteen feet fall ; tannery and shingle 
mill, by F. W. Tarr. 

Seventeenth and Eighteenth. On Bear brook. First dam twelve 
feet fall ; saw and grist mill, by A. Sampson. Second ; site, fall 
not reported ; umim proved ; owner, E. Adams. 

Nineteenth. On Adams' pond outlet. South Bridgton ; dam 
twelve feet; carriage factory, by 0. J. Libby. 

Twentieth, Twenty-First and Twenty-Second. On Ingalls pond 
outlet, three dams. First, twenty feet fall ; saw mill. Second, 
eight feet fall ; grist mill, by Fosters. Third, ten feet ; machine 
shop, by Knapps. 

The dams on Stevens' brook are chiefly of granite laid in cement ; 
those on the other streams with very few exceptions are perma- 
nently made of stone and gravel. Generally the best of machinery 
is employed. 
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Annual prodnction of "Gamberland Mills/' $ ; " Pon- 

dicherry Mills," $ ; Forest Mills, $226,000 ; sash and 

blind manufactory, $5,000 ; Brown's manufactory, $3,700 ; all 
others, say $15,000. 

Estimate of amount of water in Stevens' brook, from Crotched 
pond to Pondicherry Mills, 300 square inches, under twelve feet 
fall ; including said mills to Long pond, 450 square inches, under 
twelve feet fall. The Woods pond outlet falls into Stevens' brook 
above Pondicherry Mills. Power of the other streams is sufficient 
to drive all the machinery that is employed during ordinary sea- 
sons. 

Water Wheels. — Cumberland Mills use Howe's pattern ; Pon- 
dicherry, La£fel's; Forest No. 1, Warren's; No. 2, one of their 
own construction, claimed by them to be superior to any other ; 
Brown and Tarr use the overshot ; Berry, the centre vent ; Foster, 
Beynolds' pattern and overshot. 

Stevens' brook is supplied by Crotched pond, area of about three 
square miles, and that by Stevens' pond, of one square mile. Also 
by Woods pond, of one and a half square miles, and that by an- 
other of fifty acres. Brown's is supplied by Moose pond, area one 
and a half square miles. Sampson's by Bear pond, of one square 
mile. Ldbby's by Adams' pond, three-fourths square mile. Res- 
ervoirs of 100 to 500 acres could be made, and at trifling cost. 
Several of said ponds could be raised. Perhaps fifty per cent, of 
above power is in use. There is a constant supply of water, with 
one or two exceptions, for all the powers named in the foregoing 
list. 

The rock is of common boulders in the vicinity of said powers, 
although granite has been obtained at reasonable cost, so far, for 
all building purposes. Building materials used thus far have been 
principally of wood above the basement. Clay in abundance for 
making the best of brick. 

Fifty per cent, of the basin of the streams covered with forest. 
Lay of land for building, above the average. 

As regards the effect of the improvement of the power, we have 
reason to believe that it has created thriving villages in the midst 
of a good farming community, making a market for a large per 
cent, of their productions, which would otherwise necessarily have 
been sent from home to sell or exchange. In this we care not to 
venture an estimate in figures. 

By the description we have in brief given of the water-power of 
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this town, it will be readily seen that we have an. advantage over 
many large streams supplied only by brooks and rivalets from the 
mountain sides and meadow springs, as oar ponds and in some in- 
stances chains of ponds serve as reservoirs, affording, or able 
to afford at trifling expense, a never failing snpply of water for a 
much increased amount of machinery. And, providing the con- 
templated Ogdensburg road should find it for their interest to come 
within hailing distance, we see no just cause why Bridgton should 
not make an average market and manufacturing town and perhaps 
at no distant day the shire town of a new county. 

Our market consists of Bridgton and adjoining towns. Portland 
and Boston ; conveyance, canal in summer, team and railroad in 
winter. 

" We find by some years' experience in town matters, that a feel- 
ing prevails with some classes, farmers in particular, that all man- 
ufacturing companies should be assessed at a much higher rate on 
the amount invested than is usually the practice. One of our most 
extensive mills has within the last two years been erected ; the 
amount thus expended might have been invested in bonds entirely 
exempt ; instead thereof these enterprising men have built a factory 
worthy the pride of any thriving community. This has caused an 
increased market for our farm products ; first, laborers are con- 
sumers of food, and their mill needs our wool, which has a tendency 
to bring trade from adjoining towns, establishing a centre of trade ; 
as that centre increases, in a much larger ratio is the increase of 
circumference." 

Bridgewatkr — Aroostook County. 
Digested from Selectmen's Beturns. 

FIYE POWERS* 

First, the " Bond Power," on the Presque Isle stream of the St. 
John, forty rods from Maine State line. The dam is chiefly nat- 
ural, and the artificial part rests on solid rock. There are on this 
privilege a grist mill, saw mill, and two shingle machines. Prop- 
erly managed, this power would run twelve months in the year a 
grist mill, a gang saw mill, two shingle machines, a machine shop, 
and a largo woollen and cotton factory. Immediately above the 
mill the Whitney brook connects with the stream forming a part of 
the mill pond. There are no lakes of any account on the Presque 
Isle stream. 
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" The power is badly managed. An old leaky dam that has been 
patched np these thirty years, only stands to break part of the 
current, and consequently throws very little water into the flame 
more than would naturally flow there without any dam/' 

Second, Whitney brook power, a natural privilege just across 
the point made by the Presque Isle stream and Whitney brook. 
A good chance to build a dam (which would be very short) on a 
rock. Oood flowage and plenty of lakes at the head of the brook. 
This would drive the machinery of a large woollen factory, ma- 
chine shop, &c., all the year. 

Third, Fourth, and Fifth, are good privileges on the Presque Isle 
stream, from one to four miles above. All of these are capable of 
supplying water for a small amount of machinery nearly all the 
year, if properly managed. Large lots of lumber of the best qual- 
ity on these streams, which would furnish work for two saw mills 
twenty years. 

BnOHTOK — SOMIRSIT COUNTT. 

Digested from Selectmen's Behims. 

FOUR POWERS. 

First and Second, are the Upper and Lower ** Weeks' Falls," 
on the Wesserunsett river. The Lower fall has thirty fuet descent 
in four rods, with a stone dam at the head, no mills. Upper fall 
has a saw mill, grist mill and shingle machine. 

Power sufficient to carry all the machinery the year round. On 
the lower fall a breast wheel twenty-four feet may be used. 

Third, the Gooly Falls, on the same stream. 

Fourth, on the Wyman brook. Unimproved. 

The Wesserunsett is fed by Weeks' pond, which has a dam six 
feet high at its outlet, and has an area of over a square mile ; range 
of the stream, from lowest to highest, four feet. Sites for mills 
most excellent. Basin thickly covered with woods. 

The power has not benefited the town greatly because not put 
to use, perhaps ten per cent, in all. Annual product about $1,000. 

Market, Skowhegan, by road. 

Bristol — Lincoln County. 

[See Appendix.] 
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Brooks — Waldo County. 
Digesied from Selectmen's Beiuma, 

EIGHT POWERS. 

Foar of the above are sitaated on the Marsh stream^ two oo 
Sawyer stream, and two on the Ellis stream. 

The average height of the falls is fifteen feet. Power not all im- 
proved. Rose wheel used. Mills operate about seven months. 
Six or more saw mills, one grist mill, with several shingle mills, 
machinery for wood turning. 

The Ellis stream is connected with a pond and affords water 
most of the year. The pond might be raised considerably more 
by a dam. An artificial reservoir of large extent might be con- 
structed on the ** Sawyer stream/' which would also benefit all the 
powers, but one, on the Marsh stream. 

Freshets are heavy. Streams rise and fall suddenly except the 
Ellis. Not much forest on the basin of the streams. " The town 
is not worth half as much as it would have been if a mill had never 
been built in it." 

Market, Belfast, seven miles, by road. 

Brooklik — Hancock County. 

Selectmen's Statement, 

No water-power in this town. Fisheries and porgy oil manu- 
facture, the leading industries. 

Brooksvillb — Hanoock Oountt. 
Digested from Selectmen's Returns. 

SIX POWERS. 

First, at the outlet of Walker's pond, which is two miles long 
and three-fourths of a mile wide. A woollen factory with six 
looms. A gnsi mill and shingle mill operated here several years 
until they were burned. Now a carding machine, shingle aiid 
stave machine. Fall fifteen feet in twenty-five rods. Power only 
partially used. 

Second, ** Parker's privilege," at the outlet of a pond, operates 
a saw mill, g^st mill and shingle mill. Operates only one-half the 
year yirhen the water is drawn off the surrounding meadows. 

Third, " Blodgett's privilege," at the outlet of two ponds. It is 
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80 much elevated above tide that the water can be nsed three 
times. Now entirely idle, dams all gone. 

Fourth, " Smith's Cove," a tide mill. Formerly a saw mill upon 
it, and a grist mill that could grind one hundred bushels a day. 
Mill now idle. Can operate sixteen hours out of the twenty-four. 

Fifth, " Bakeman's privilege," a tide mill, capable of doing a 
large amount but now idle. Nature almost completed the dam. 
Good building and machinery upon it. Can operate sixteen hoars 
out of the twenty-four. 

Sixth, " Davis' Narrows," four miles from Walker's. A dam at 
this point would control the waters of five powers, each of which 
is now employed for milling. There is a bridge at the Narrows. 
Granite abundant within a mile for building purposes. " If im- 
proved this would make one of the cheapest and best powers in 
eastern Maine." 

The capacity of the ponds above mentioned can be readily in- 
creased by the use of suitable dams, except Walker's which would 
not rise much. Machinery all very inferior. Freshets harmless. 
Lay of the land about Walker's and Davis' could not be better. 

Market, any point accessible by sea, as we are almost entirely 
surrounded by tide water. 

Browxfield — Oxford County. 
Digested from Selectmen's Returns, 

TEN POWERS. 

First, ''Tyler Mill," in the village, on Shcpard's river. Can 
grind seventy-five bushels of grain daily, and for four months of 
the year saws 2,000 feet of boards, and cards into "rolls" about 
7,000 pounds of wool. 

Second, Die ''Tannery Mill," forty rods below. Three tons of 
leather per week. 

Third, " Thorn & Seavey Mills," one-half mile from No. 1, on 
same stream, 8,000 shingles per day for six months, 3,000 boards 
daily for four months, and fifty bushels grain ground daily through 
the year. 

Fourth, at outlet of Ten Mile pond, 100,000 boards and staves 
yearly, valuable power, only partially improved. 

Fifth, " Marston Mills," on the Little Saco river; same amount 
of business as at No. 4, though a much smaller power. 

Sixth, "Linscott's Mill," on south branch of Shepard's river; 
does about the same as No. 4. 
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Seventh, " Cram & Whitney Mill," on Shepard's river ; grinds 
2,000 bushels, saws 200,000 shingles. 

Eighth, " nard & Blake's Mill," on sooth branch Shcpard's 
river; not employed, formerly sawed 60,000 feet yearly. 

Ninth, " Bradeen's Mill," southeast branch Shepard's river ; cab 
inet and furniture manufactory. 

Tenth, " Brown's Mill," tub and kit factory. 

The Ten Mile pond is one mile long and one-half wide ; can be 
increased greatly. Artificial reservoirs feasible. Shepard's river 
is variable, but no damage need occur. Volume in freshet eight 
fold. The powers can be doubled by employment of the best ma-^ 
chinery and proper use of the water. There are no considerable 
faUs, only rapids ; the dams vary from six to fifteen feet. Rock 
granite, good for rough work. Lay of the land excellent for all 
purposes. Basin one-eighth wooded. 

Market, Portland, 40 miles, by road ; railroad looked for. 

Bbownville — Piscataquis County. 

Digested from Selectmen's Belums, 

THRFE POWERS. 

First, at the village, on Pleasant river. ITcad and fall twelve feet. 
Saw mill, ebingle mill, clapboard machine and grist mill. Works 
all the year. 

Second, a power on Pleasant river, below the village and near the 
south line of the town. Not improved. No further information. 

Third, a power on Pleasant river, about four miles abov« the 
village. No further information. 

The river connects with a number of large ponds and its manu- 
facturing capacity could be very greatly increased and at little ex- 
pense by the use of these for reservoirs. " There is water enough 
to carry a great many wheels." 

The well known slate quarries are about half a mile distant from 
the village, and building stone of all dimensions can be procured 
thereat in any quantity. 

Market, Bangor. 

Brunswick — Cumbebland County. 
From Selectmen's Returns. 

[iSee also '* Branawiok and Topsham."] 
ONE POWER. 

"Gatchell's Mills," a carding machine, carding wool in its sea- 
son, and not much done. 
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Brunswick — Cukberlakd Countt; Topbham — Saoaoahog Comnr. 

Digested from (he Beluma of (he Seiedmen of the Touma, and from 
Ool. Loammi Bdldmn'9 Bepori of Survey, 

[See Also *• Bnuflwlok"; mad •< TopdiMi.*] 
TWO POWERS. 

First, the " Pejepscot Falls," on the Androsooggin river, at the 
head of tide ; total height of fall about forty-one (40*83) feet above 
common high tide ; whole horizontal distance, 1,980 feet. " The 
fall can be increased to fifty-five feet by raising the upper dam, and 
the damage from flowage would be very slight, the land on both sidea 
of the river for eight miles to Little River Yillage being mostly 
high." 

Formation (f the Falls, — The natural falls consist of coarse 
graphic granite and gneiss. The rock upon the middle fall projects 
above the water at several points, serving as natural abutments to 
the several sections of the dam. The lower fall has an island near 
middle of stream, Shad Island. There are three pitches. The 
lowest has a vertical descent of about 15*49 feet, the middle of 
1404, the upper of 11-30. 

Volume of Water, — In the survey of the privilege made in the 
year 1835 by Col. Loammi Baldwin, the run was estimated to be 
4,425 cubic feet per second. This was doubtless correct for the 
time of measurement, but is greater than the low water run. The 
low water run at Lewiston is 1,566 cubic feet per second, this figure 
having been determined by numerous measurements and actual use 
for fifteen or more years. After making allowance for the contribu- 
tions of the Little Androscoggin, Little river, and other smaller 
streams below Lewiston, it is impossible to conclude otherwise 
than that the river must have been considerably above its low run 
at the time of the estimate referred to, the only alternative being 
(and this is not admissible, the skill of the investigator being taken 
into account,) that serious errors were made in the measurement. 
In corroboration of this view the following facts are stated : The 
low water run at Augusta, on the Kennebec, is 130,000 cubic feet 
per minute, and the tributary area is about 5,000 square miles ; 
whereas the total territory contributing to the Androscoggin at 
Brunswick is somewhat less than 4.000 square miles ; yet Bald- 
win's estimate makes the ran at the latter point 265,500 cubic feet 
per minute. The low run at Saco is 15,000 to 18,000 cubic feet 
per minute, with about one-third the basin area of the Androscog- 
gin at Brunswick. The low water run at Lowell, with nearly 
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5,000 square miles of tribntary country, is 215,760 cubic feet per 
minute, all the great natural reservoirs of the Merrimac having 
been improved for storage purposes. The low water run at Brans- 
wick will not probably be found to exceed, possibly not to equal, 
120,000 cubic feet per minute. 

€ol. Baldwin's measurements were made in part upon the 12th, 
and in part upon the 14th of October, and during these two days 
the river fell off 2,000 cubic feet per second, as shown by his esti- 
mate. It is not impossible that it had been swollen by rain-fall in 
the upper part of its basin, and was in process of return to its ordi- 
nary low run volume at the time of the measurements. It is worthy 
of notice in this connection^ that measurement of the Androscog- 
gin was made at Lewiston during July, 1835 by the engineer of 
the company for which Col. Baldwin's explorations were made, 
and the figure arrived at for the volume was 6, 887*29 cubic feet 
per second, which is over four times the low water run, as since 
found at that point, though it was probably correct at the time of 
measurement. 

The above incidents show with what extreme care investigations 
of this sort have to be conducted, and with what precautions as to 
the stage of the river, to reach reliable and valuable results. Es- 
pecially is it necessary, it may be added with reference to explora- 
tions had in view in this survey, to exercise precaution in making 
measurement of streams at points below manufacturing establish- 
ments, by which the flow of the water below is greatly modified, 
according as the mills are in operation or not, and the water there- 
fore alternately freely delivered by day and ponded back by night. 
They further show how peculiarly necessary it is that streams be 
measured at the actual low stage, and thereat only with reference to 
reaching results of practical or the highest practical value. A shower 
of an hour's continuance on the basin of a stream of the character of 
the Saco or Androscoggin, taking place just before an exploration of 
its volume at a point below, might well nigh double the inferred 
working capacity of the river. Such measurements need to be 
many times repeated, at different times, and better if during differ- 
ent seasons of the year. 

Amount of Power. — The amount of power corresponding to 4,425 
cubic feet per second on a forty-foot fall, is 14,T20 net horse-pow- 
ers. We are not surprised therefore to read in Col. Baldwin's re- 
port that the power at Brunswick is sufficient to carry 135 mills as 
large as the Hamilton mill at Lowell. By this is meant of course the 
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power as he foand it at the time of measurement. If the low water 
run shall be found to be 2,000 feet per second, the power due to this 
will be about 8,528 gross or 6,800 net horse-powers, or 408,360 
spindles ; it being understood that the height of the dam shall be, 
as it now is, such as to give about forty-one feet fall, and the lakes 
at the source of the river continuing unimproved, as they now are, 
for storage purposes. A dam securing a fall fifty-five feet in height 
would give a gross power of 11,440 horse-powers, a net power of 
9,130 horse-powers, or 541.800 spindles, and for nine months of 
the year a very much greater power. 

The minimum power at this point, as at others above, is capable 
of very great increase, at least trebled, by the improvement of the 
great natural reservoirs upon the river. This I shall be able to set 
forth more fully in the next report. It is a power, at the lowest 
estimate that can be put upon it, of the first magnitude. 

Lay of the land excellent for the location of mills and factories, 
there being a broad natural slope below the falls of suflScient extent 
to accommodate any required number of constructions. Colonel 
Baldwin judges the best sites to be upon the left bank. Advan- 
tages for the conveyance of water by canals, first-class. The stone 
in the immediate vicinity of the falls is suitable for foundations and 
such coarse work. Buildiog granite of excellent quality within 
two miles, and excellent clay for bricks close at hand. Lime burned 
in town. 

The privilege is owned by about fifteen different proprietors, 
resident in the vicinity. 

ImprovemenU. — Two dams constructed of wood, leaky at pres- 
ent, as indeed they always have been. The upper or third dam 
rotted down and was carried away a few years ago. The power 
has been so much in surplus that the leakage has been of no im- 
portance. The machinery employed is by no means of the best 
construction for economising power or in other respects. This state- 
ment does not apply, however, to the cotton mill. This is located on 
the middle dam on the Brunswick side, a natural site for a mill of 50,- 
000 spindles being close by it on the same dam, and is the property 
of the Cabot MaDufacturiDg Co., organized 1857, capital $400,000; 
mill recently enlarged, best of machinery put in, 25,000 spindles, 
employs about 500 hands, manufactures fine and coarse sheetings 
and drills. The company. own thirty acres of land on the two sides 
of the river, and seventy-five tenements. Agent, Benjamin Greene, 
Brunswick. There are also on the Brunswick side two flour mills and 
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two saw mills. Upon the Topsham side are one flour mill and two 
saw mills. Yarious small machinery, in addition, is ran upon both 
sides of the river. A very small proportion of the power is now 
used. It was formerly employed in manufacturing lumber, thirty 
saws being used ; now only four single saws and a gang. 

Accessibility, — Brunswick and Topsham are connected by rail- 
roads with Portland, Bath and the interior. Vessels of 1,000 tons 
can come within five miles of the falls, but from that point would 
be obliged to 'Mighter up,'' the channel being obstructed with 
shifting sands. The river is ** frozen for four and a half to five 
months yearly.'' From the falls to Casco bay is three miles, the 
country a dead level ; a railroad could be built at small expense, 
opening upon excellent harborage. 

Second power, Quaker Mill pond, on the Androscoggin, three 
miles above the Pejepscot falls, will furnish power for a number of 
saws. It may in time serve a purpose of great importance as a 
reservoir against the day drouths at Brunswick, caused by the stop- 
page of the run at Lewiston by night in the low water season. 

''Any parties who come amongst us with a view to the improve- 
ment of our water-power, will meet a cordial reception and substun. 
tial cooperation from both sides of the river." 



BucKFiBLD — Oxford County. 
Digested from the Selectmen's Returns, 

SIX POWERS. 

First. Three privileges at Buckfield village, on the west branch 
of the Twenty-Mile river. Total descent of the fall, sixty feet in one- 
fourth of a mile. Power owned by G. H. Harlow & Co. 

Second. A power at North Buckfield, owned by Turner &, Co. 

Third. A power on the east branch of the Twenty-Mile river, 
owned by Andrews, Morrill and others. Improvements, three 
dams, a flour mill, saw mill, carding mill and shingle mill. Centre 
vent wheels employed. 

Streams connected with seven ponds, which if improved would 
double the power. The improvement can be easily and cheaply 
effected. Part of the mills work all the year ; the saw mill, fall 
and spring only. 

The above powers are as a whole only partly improved. 

Market, Portland and Boston, by rail. 
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BuGKSPOBT — Hancock Ooumtt. 

From the Statement, and from a Plan of the Water-Paw&r, Pr0- 
senied by W, H, PUsbury, Esq,, at the Bequest and with the Ef^ 
dorsement of the Selectmen. 

NINE POWERS. 

A valuable stream of water mns through the eastern part of 
Bucksport village to tide water, (see plan accompanying this pa- 
per.) It is valnable because, first, of the number of times the wa- 
ter can be used over — the banks being high and formed of rocks ; 
because secondly, of its immediate contiguity to navigable tide 
water ; because thirdly, of the supply of water ; because fourthly, 
of the readiness and ease with which all the requisite building 
material may be obtained — the wood being at hand, the brick with- 
in a few miles, and plenty of granite by water about five miles dis- 
tant, from quarries which supply the material for Fort Knox and 
for other government works both in and out of the State ; and be- 
cause fiflhly, of the opportunity for building, especially on the 
eastern side of the stream, from dam No. 8 to tide water in the 
harbor. 

First. No. 1 dams the pond making the head water. The dam 
may be raised three feet with but very little expense, and with 
little damage ; then the head will be ten feet, and the pond will 
cover, at low water, about one hundred and fifty acres, and at high 
water at least three hundred and fifly (350) acres, with a very 
short dam. 

The accompanying plan will show the number of dams that may 
be erected — with the distance and fall from dam to dam and to 
tide water. The dams, less one, have all been erected, though 
two are now in a state of decay and have been abandoned. 

From the plan referred to I digest as follows : 

Second, two hundred and thirty rods below the first, and just 
below Centre street in the village, fall nineteen feet. 

Third, eighteen rods below the Second, eleven feet fall. A small 
building upon it which has been used as an edge tool factory. 

Fourth, eighty-two rods below the Third, fall eight feet. Used 
for a tannery. 

Fifth, fifteen and three-fourths rods below, fall fifteen feet. Dam 
in contemplation. 

Sixth, eight rods below, fall twelve feet. Dam in contemplation. 

Seventh, four and one-third rods below, fall thirteen feet. Grist 
mill, with a sixteen-foot overshot wheel. 
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Eighth, eight rods helow, eight feet fall. Clothing mill and card- 
ing machine, ten-foot breast wheel taking the water on the top. 

Ninth, eight rods below, nine feet fall. A saw mill that takes 
up logs from tide water. From the ninth to the tide ten rods and 
sixteen feet fall. 

With very small expense the water of another pond in Bucks- 
port can be turned into pond made by dam No. 1, and by damming 
the pond referred to (a very short dam) this water can be held in 
reserve. This addition will make the stream perpetual, and will 
furnish water to run a saw mill the entire year. 

Burlington — Penobscot County. 

Selectmen's Returns. 

In the town of Burlington there is but very little water-power, 
and no mills of any description. 

BuRNHAM — Waldo County. 
Digested from Selectmen's Returns, 

[See alio " Burnham and Clinton Gore"; alio " Bnrnham and PittBfleld."] 

THREE POWERS. 

First, on the Twenty-Five Mile stream, one-fourth of a mile from 
the Sebasticook river, in the northwesterly part of the town. The 
falls were formerly known as the Furguson Falls, (not to be con- 
founded with the Furguson Rips on the Sebasticook between 
Bumham and Clinton Gore,) and have a six-foot fall within the 
running distance often rods. No estimate of the power by meas- 
urement has been made. It works a tannery, grinding from 3,000 
to 4,000 cords of bark, and tanning about 35,000 sides of leather 
per year ; two shingle machines, sawing from 400,000 to 500,000 
shingles, running from eight to ten months ; also a saw mill, saw- 
ing from 800,000 to 1,000,000 feet of lumber, running from four to 
six months. 

The machinery is of very good construction. The wheels used 
are the Steams and Rose. The stream is fed by the Twenty-Five 
Mile pond, which is four by two miles in extent. No destruction 
by freshet. Total range from low to high water twelve feet. The 
rock about the falls is granite, suitable for building purposes. The 
land very convenient for shops and more mills. About half the 
basin of the stream covered with forest. 

Market, Portland, Boston and Bangor, reached by railroad. 
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Second, sitaated in Boutheasterly part of the town, on Bog brook, 
so called, has three feet fall in running distance of four rods ; a saw 
mill-, sawing from 200,000 to 400,000 feet of lamber, and a shingle 
machine, sawing from 200,000 to 300,000 shingles, using a Rose 
wheel. Works about four months in the year. Power could be 
greatly improved by buying flowage, so as not to let off the water 
in the summer. 

Third, situated in the northerly part of the town, on the Meadow 
brook, so called ; three feet fall in the running distance of six 
rods ; shingle machine, sawing from 400,000 to 600,000 shingles, 
running from three to four months in the year. 



BuRNHAM — Waldo County; Clinton Gore — Kennebec County. 
Digesttd from (he Beturns of Clinton Oore. 

[See also " Bnrnham'*; and "Cliatoa Gore."] • 
ONE POWER. 

The *' Furguson Rips,'' on Sebasticook river ; ten feet fall in 
fifteen rods distance ; one-half mile from the Maine Central rail- 
road, one and one-half miles from the village of Burnham. 

The Sebasticook beiug a river of considerable volume and fed by 
large ponds, the power upon it is regarded as of large value. No 
part of this privilege is employed. 

Burnham — Waldo County; PrrrsnELD — Somerset County. 
From the Beturns of Burnham and Pittsfield. 

[See alflo « Bamham''; and <* PitUfield."] 
TWO POWERS. 

First, " Eel Weir Rips," on the Sebasticook river ; fall eight feet 
in eighty rods ; unimproved. 

Second, " Thirty Mile Rips,'' on the same river ; fall thirty-five 
feet in 480 rods. Velocity of current, one mile in thirty-two min- 
utes. 

Stream connected with numerous lakes and ponds, amongst them 
Newport pond, six by two miles, and Moose pond, eight by one 
miles. Total range of water, six feet ; river very uniform in its 
volume. 
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Buxton — York County. 

SUUemeni of the Selectmen, baaed upon the Survey of Daniel Den- 
nett, Esq. 

[See also <* Bazton and Dayton,'' ** Buxton and Hollia," also *< Baxton, Hollis and 

Standkh/'] 

FOUR POWERS. 

BoQDj Eagle brook furnishes the most important water-powers 
in Buxton, exclusive of those on Saco river. This brook is the 
outlet of Bonny Eagle pond. The volume of water at ordinary low 
water is nearly two square feet. The quantity for use might be 
considerably increased by a dam of three or four feet in height at 
the outlet of the pond, which could be constructed at inconsidera- 
ble cost, and with little or no expense for additional flowage. The 
pond contains about one square mile of surface. Upon this brook 
are two falls, furnishing excellent sites for mills suited to the ca- 
pacity of the stream. 

First. " Bog Mills," so called, about one-half mile from the 
pond. The whole fall here is about fifteen feet in a running distance 
of six rods. At the head is a dam of stone about eleven feet high. 
This power is now improved by a gnst mill, a shingle, lath and 
heading machine. It is situated one mile from West Buxton vil- 
lage, at Moderation falls, and about the same distance from Bonny 
Eagle village. 

Second. Near the mouth of the brook, about one-half mile be- 
low Bog mill. Fall fifteen feet in a distance of three rods. This 
was formerly occupied for a chair and furniture factory, now unoc- 
cupied. Situated by the road about one-half mile below Bonny 
Eagle village and one mile above West Buxton village. 

There are also some small powers on Little river, as follows : 

Third. Near Buxton Centre two powers are now improved, viz : 
** Leavitt's Mills," occupied by a mill for grinding corn, and by 
machinery for sawing staves and for making shingles. Here is a 
stone dam ten feet high ; whole head and fall about eleven feet. 
Water-wheel, Howd patent. At lowest run not sufficient power 
to operate. 

Fourth. About fifty rods below is " Ward's Carriage Shop"; 
fall fourteen feet. Water-wheel, a"Tuttle centre vent." Not 
sufficient water to carry the machinery at lowest water. 
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Buxton and Dayton — Yobk County. 

From the JoirU Statement of (he Selectmen of Buxton and HoUis, 
Baaed upon the Survey of Daniel Dennett, Esq, 

[6Maljo'<Biizton"; and « DftTtoB.*! 
ONE POWER. 

" nnion Falls," on Saco riveri, twelve miles, foIlowiDgtbe ooarse 
of the river, and eight miles by the most direct road, above Saco 
falls, in Saco. A good stone dam here was bailt by the Saco 
Water-Power Company in 1856, with fifteen feet fall in low water. 
In addition to this, below the dam the river falls five feet in a dis- 
tance of about forty rods, making the whole Ml about twenty feet. 
There is a good bridge 200 feet below the dam. This power is en- 
tirely unoccupied, with the exception of a small grist mill and 
shingle mill. 

On the west or Dayton side of the river, the out-cropping rocks 
are granite of good quality ; on the east or Buxton side, the rooks 
are abundant but not suitable for building purposes. Granite 
ledges in convenient localities for use, abound within a mile or two 
of the falls. 

On the west side there is below the dam an interval of sixty 
acres, convenient for building mills ; the back lands are high, of 
granite soil, and are productive. On the east side the soil is more 
clayey, but not less productive than that on the west. Abundance 
of good clay for bricks in the immediate vicinity of the falls. 

The land in the vicinity is to a great extent under cultivation, 
though there is an abundance of wood and of pine and oak timber. 
There are also in the neighborhood large peat beds of good quality. 

This power is now held by the Biddeiord and Saco Water-Power 
Company. 

Buxton and Holus — York County. 

Joint Statement of the Boards of Selectmen, Based upon the Survey 

of Daniel Dennett, Esq. 

[See also « Bazton*'; and *< HoUis.''] 

THREE POWERS. 

" Salmon Falls," on Saco river. The head of these falls is two 
miles, by the course of the river, above Union falls. A log dam 
has been erected here about twenty feet high. From this dam the 
water dashes through a narrow rock-bound channel for a distance 
of something above 200 rods to the foot of the falls. The whole 
fall is sixty-two feet. The east bank is high and precipitous, 
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except near the dam, where is a favorable mill site which is now 
partially occupied by saw mills, containing in all fonr saws, capa- 
ble of sawing 4,000,000 feet of lumber per annum. On the west 
side of the river in HoUis, the bank of primitive rook is not so high 
or precipitous, and has convenient sites for mills and manu&o- 
tories, now only occupied for a grist mill and one shingle and head- 
ing machine. At the foot of the falls, both in Buxton and HoUis, 
are good sites for mills, and in theimmediate vicinity an abundance 
of good clay for bricks. About two miles west of these falls there 
is a large supply of granite, easily accessible, suitable for building 
purposes. Salmon Falls village, situated at the head of these falls, 
is upon a direct road from Alfred to Portland. The surrounding 
country furnishes a large supply of agricultural productions. The 
soil like other localities by the river in these towns, is of various 
qualities, principally, however, a clay or sand loam, and quite pro- 
ductive. The head of these falls Is situated fifteen miles road distance 
from Portland, and nine miles from Uaco and Biddeford. Power is 
owned by the Biddeford and 3aco Water-Power Company. 

Second, " Bar Mills Falls," situated at the village of Bar Mills, 
420 rods, by the river, above Salmon falls. 

The fall here is eighteen feet iu a running distance of sixty rods. 
The banks are low on either side, furnishing excellent sites for the 
erection of manufactories and mills. There is an old wooden dam 
at the head of the falls, which allows a great waste of water, while 
the power now available is only partially used. There are here 
eleven saws, capable of sawing at least 11,000,000 feet of lumber. 
In connection with the saw mills, there are several heading ma- 
chines and machines for manufacturing sugar-box shooks. In ad- 
dition to the foregoing there are a grist mill and plaster mill. The 
water-wheels are the spiral vent, excepting four of the old style 
under-shot wheel. 

A county road crosses the river hero over a bridge two hundred 
and fifty feet long, and the Portland & Rochester railroad crosses 
the river near the falls. 

Good granite quarries are open within two miles of these falls, 
with an abundant supply. 

These falls are fifteen miles road distance from Portland, and 
about ten miles from Saco. 

Power is held by various owners. 

Third, '* Moderation Falls," at West Buxton village, five miles 
by the course of the river above Bar Mills falls. Fall fourteen feet 
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in thirty-Bix rods ranning diBtance. At the head is an old log dam, 
through which at lowest water more than one-half of the water of 
the river escapes. 

The river here has a rook bed, and the banks on either side fur- 
nish excellent sites for building mills for a considerable distance 
below the falls, to which the water might be carried with slight 
expense and labor, by means of canals, penstocks, or flumes. 
Within two miles are now two brick-yards, where a large number 
of bricks of superior quality are annually manufactured. Good 
granite for building purposes may be obtained on the banks of the 
river about one mile above. The soil in the immediate vicinity of 
the falls is a clay loam, while further from the river a sandy loam 
prevails. The out-cropping rocks on the west or Hollis side of the 
river are granite ; on the east or Buxton side the rocks are chiefly 
mica schist. No granite except detached rocks or boulders. Wood 
and timber are abundant for Are and for building purposes. 

This power is now partly improved by two woollen manufac- 
tories ; two double saw mills, containing three single saws and one 
gang, capable together of sawing annually 11,000,000 feet of lum- 
ber. There are besides, four machines for manufacturing sugar- 
box shooks, two shingle mills, several heading machines, one grist 
mill and one plaster mill. Water wheels, spiral vent and turbine. 

A county road here crosses the river over a good bridge 240 feet 
in length. The owners of the water-power are chifeflx', on the 
Buxton side, the " Buxton Manufacturing Co." and A. K. P. Lord, 
Esq., of West Buxton ; on the ITollis side of the river the principal 
owners arc Oliver Tracy, Esq., and Mr. John Sawyer, both resid- 
ing at Weal Buxton. 

The market of this place, as well at the principal market of those 
doing business at either of the falls in these towns, is Portland, and 
is reached by way of the Portland & Rochester Railroad. 

These falls are situated eighteen miles from Portland, fourteen 
miles from Saco, and five miles from the nearest station on the 
Portland & Rochester Railroad. 

Bl'XTON* AND IIoLT.IS — YoilK CoUNTY ; STAKDISn — CrMBERLAND CorXTY. 

Statement of the Boards of Selectmen, JIased for Buxton and Hollii* 

upon the Siirvet/ of Daniel Dennett, Esq. 

[See also "Uuxton"; "HoUia"; and "SUndigh."] 
ONE POWER. 

" Bonny Eagle Falls," in Hollis on the west and Standish and 
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Buxton on the east' side, situated at Bonny Eagle village, one and 
one-fourth miles by the river above " Moderation Falls." Their 
total height is forty-eight and one-half feet. That descent is at- 
tained within a running distance of 160 rods. Twenty-five feet of 
fall are obtained in fifly rpds. The water of the river divides at 
the head of the falls and runs in two channels to the foot of the 
falls, forming an island containing about sixty acres. By the main 
or western channel, the water descends through a narrow passage 
bounded by rocks, in a succession of falls and rapids, while by the 
other or eastern channel, the descent, though rapid, is continuous. 
The banks of the western channel, though not rising to a great 
height, are precipitous through a part of the distance, though fur- 
nishing in some places eligible sites for mills and reservoirs. The 
bed of the eastern channel or " New River,'' so called, is of rock, 
with low banks, sufficiently high however to serve as a protection 
from freshets. The banks and the lands extending back from them, 
furnish excellent sites for building mills, and seem to be especially 
fitted for the easy and cheap construction of aqueducts and reser- 
voirs, particularly upon the island above named. 

At the head of the main channel the power is partially improved. 
On the Standish side there is one double saw mill, containing two 
single saws, with other machines sufficient to manufacture into 
headings and sugar-box shooks the boards sawed at the mills. 
This machinery is capable of manufacturing 2,000,000 of lumber 
annually. On the Ilollis side of the falls are two saw mills, owned 
by Messrs. Abijah Usher and M. M. Came, with other machinery 
capable of manufacturing into headings and box shooks 2,000,000 
feet of lumber. Standish report says, " Three million feet of lum- 
ber manufactured annually ; not one-tenth of the power employed.'' 
This can hardly mean the power at lowest run. Total range of 
water from lowest to highest on the dam, six feet. 

The out-cropping rocks at the falls and in their neighborhood, 
are chiefly granite of good quality for building purposes, and easily 
accessible. The soil in the vicinity is of various qualities and gen- 
erally of good quality for agricultural purposes. Wood and timber 
are abundant. There is also good clay for bricks in the vicinity, 
and a brick-yard now being worked within a half mile of the falls. 

Bonny Eagle village, at the head of the falls, is upon the county 
road which formerly was the great thoroughfare from Dover, N. 
H., and Alfred, Me., to Augusta and the east. Bonny Eagle is 
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distant from PortUnd eighteen miles ; from Saco by road sixteen 
miles ; from the nearest station on the P. & R. R. B., six miles. 

Btbon — Oxford Ooumr. 
Digested /ram Selectmen's Behims, 

SEVERAL POWERS. 

Two only of the above are improved. Three are situated on 
Swift river, and are owned by M. 0. Reed and John Houghton. 
Upon these privileges are board, clapboard, and shingle saws, car^ 
ried by centre vent wheels. 

Mills operate not more than half of the time, and are qnite pro- 
dactive. The river is very rapid, about forty feet wide and two 
feet deep, with no lakes or ponds connected with it in the vicinity. 

Several good mill privileges besides the above, which if properiy 
improved and managed with economy, might yield considerable 
returns. 

Calais — Washikqton Oouhtt. 

From the StcUemerU of Levi L. Lotoeil, and WiUiam H. Boardman, 
Esqa.; and of (7; F. Todd, Esq,, of MiUtown. 

EIGHT POWERS. 

First, on Beaver Lake stream. No specifications. The lake 
covers about a square mile according to the State map. 

Second and Third, on Magurrewock stream, the outlet of the 
Magurrewock lakes. No details. The lakes cover an aggregate 
of three or four square miles according to the State map. 

Fourth, the " Salt Water Falls," on the St. Croix river just above 
the bridge ; fall ten feet ; the power is now used to propel only a 
grist mill ; formerly a saw mill was situated on the dam, but this 
is discontinued, owing to the rise of tide which suspends opera- 
tions about half the time. 

Fifth, about a half mile above, the " Union Falls"; seldom obliged 
to stop on account of rise of tide. At this point a dam extends 
across the river, on which dam are situated improvements as fol- 
lows : 



English side. 

Five gangs ; five lath ma- 
chines. 

Will cut twelve million feet of 
long lumber and twelve million 
laths. 



American side. 

Two gangs; one shingle ma- 
chine ; two lath machines. 

Will cut five million long lum- 
ber ; five million laths ; 500,000 
shingles. 
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Sixth, " Salmon Falls," about one mile further up, on which are 
improvements as follows : 



Very fine power unimproved. 



A machine shop and grist 
mill. 



Seventh, " Lower Dam at Milltown," one-fourth mile above Sal- 
mon falls, with improvements as follows : 



Two gangs ; one single saw. 
Will cut six million feet lum- 
ber and six million laths. 



Three gangs ; two single saws, 
three lath machines, one sash 
and blind factory, one shingle 
machine, a planing machine, one 
saw factory, two axe factories, 
two grist mills. 

Will cut eight million long 
lumber, two million laths, and 
manufacture 600 dozen axes. 

Eighth, " Upper Dam at Milltown," forty rods above Lower 
dam, with improvements as follows : 



Six gangs ; six lath machines. 
Will cut fifteen million long 
lumber and fifteen million laths. 



Three gangs, three single 
saws, three lath machines, two 
shingle machines, one planing 
factory, one grist mill. 

Will cut nine million long 
lumber, nine million laths, 1,- 
500,000 shingles. 

Aggregate annual production, about one hundred millions of 
lumber pawed, and 70,000 bushels of grain ground. The power is 
ample to double or treble the amount. Not more than half of the 
power is improved, if so much. Value of annual products about 
$2,000,000. The saw mills operate from April 1st to October 1st, 
they however do partial work for a larger proportion of the year. 
The grist mills operate all the year. Various forms of wheels 
used, centre vent reputed the best. Machinery in general excel- 
lent. The power is owned chiefly by manufacturers of lumber 
resident in the vicinity. 

The great lakes at the source of the river on both its branches 
can be flowed to almost any extent, securing an indefinite increase 
of power. Artificial reservoirs also are peculiarly feasible, there 
being a large amount of low land upon the river susceptible of 
ready conversion into storage basins at moderate expense. The 
delivery of water can be made practically constant. 

6 
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Freshets can be controlled readily, the low banks further up the 
stream overflowing after a certain rise is attained, and relieving 
the pressure. No logs have ever been lost on the St. Croix. The 
extreme total range from lowest to highest water is about nine feet. 

Underlying and surrounding rock, granite and slate, adapted to 
building uses. The lay of the land upon the privileges is most 
excellent for the accommodations of mills and workshops, the nat- 
ural surface being about on a level with the highest run of water 
in freshets. Probably five-sixths of the basin of the stream is for- 
est-covered, much of it being timber land. 

Inadequately as the power has been improved it has been sutB- 
cient to draw about it and settle a population of 20,000 souls with- 
in a radius of five miles. 

Being situated at the head of tide upon navigable waters, markets 
are at all points accessible by sea where lumber is wanted ; in par- 
ticular the ports of the United States, the West Indies and Europe. 
Records from 1831 to 1867 in possession of L. L. Lowell, Esq., 
show that the river closes with ice on the average, the 25th of 
December and opens the 20th of March. 

OAMBRmOI — SOMEBSET OOUNTT. 

Digested frcm Selectmen's Betuma. 

SEVERAL POWERS. 

First, at the village, on Ferguson stream ; stream rises in large 
bogs ; head and fall thirteen feet ; saw mill and flour mill, with 
four runs of stones ; former operates about half of the time, the 
latter all the year. 

Other small powers not occupied. 

Camden — Knox County. 

Digested from the Statement of T, R. Simonton, Esq., and from a 
Flan of ilie Water Power, both based upon a Survey by Nathaniel 
Croaker, Esq,, said Survey being undertaken for the purposes of 
this Report, 

TWENTY-ONE POWERS. 

The most important and valuable water-powers of Camden are 
those on the Megunticook stream, which flows from Canaan ot 
Meguuticook pond into Penobscot bay. The length of the stream 
foil owing its course, is about three miles and a half; but the dia- 
tance on a straight line from the pond to tide waters at Camdc^ 
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harbor is abont two and one-half miles. By meana of the dams at 
the source of the stream a full and abundant supply of water is 
reserved for the dry months of summer. 

The number of falls available for manufacturing purposes on the 
stream is fourteen, and the amount of head of all the falls is about 
160 feet. 

First. Three rods from tide waters at Camden village is located 
the large anchor factory owned and operated by H. E. & W. O. 
Alden. This privilege has nine feet head at high tide and fifteen 
feet at low tide. There are two building^ used for manufacturing 
purposes, one 50 by 90 feet and the other 35 by 60 feet. The 
wheel used is the Reynolds Turbine. Three thousand pounds of 
anchors per day, or 350 tons per year, can be made by the ma- 
chinery now used. This factory was started by the present pro- 
prietors in 1866. 

Second. Six rods from tide waters is the grist mill owned and 
carried on by Messrs. Carleton, Norwood & Co., and Samuel O. 
Adams. This privilege has twelve feet head or fifty horse power. 
The amount of grain ground per year averages about 20,000 bush- 
els. The mill is a building of two stories, 32 by 70 feet. 

Third. Forty-one rods from tide waters is the cracker bakery 
owned by IToratio Alden, and operated by Enoch C. Moody. This 
privilege has four feet head, and the kneading, rolling and cutting 
of crackers and hard bread to the value of $12,000 is generally 
done per year. The building used is of two stories, and is 50 by 60 
feet. The surplus water is conducted by a fiume to the carriage 
factory of William J. Farrar, and there used in driving machinery 
for sawing and turning materials employed in repairing and man- 
ufacturing carriages. 

Fourth. Fifty-nine rods from tide waters are marble works 
owned by G. W. Richards, leased and carried on by Samuel Bry- 
ant of Rockland. This privilege has four feet head. Nearly all 
the gravestones sold in Belfast, Camden and Rockland arc polished 
at this establishment. A rubbing and a polishing machine is 
driven by this power. Shafting is connecting with an adjoining 
building, where the manufacture of Collins' glass cylinder pumps 
is carried on. 

Fifth. Sixty-six rods from tide waters is the large factory for 
manufacture of felting used in the manufacture of paper, carried on 
by Johnson, Fuller & Co., being the only establishment of the kind 
in the United States. The factory building has two stories and two 
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basements, is 40 by 100 feet, and was built by Horatio Alden in 
1864. The bnilding was leased by Johnson, Fuller & Go. in 1865. 
The number of operatives employed is thirty-five, and the amount 
of sales $60,000. This privilege has a head of thirteen feet or 
fifty- five horse power, and drives two sets of machinery with 800 
spindles. Reynolds' Turbine wheel is used. The surplus water 
of this privilege is conducted by a canal to the tannery some forty 
rods below, owned and carried on by Thorndike & Scott. This 
water power has eight feet head, and is used for grinding bark, 
pumping, rolling and milling. There are three buildings ; a tan- 
nery 40 by 105 feet, a currier shop 60 by 24 feet, and a dry house 
25 by 25 feet. The number of tan vats is thirty-four, twenty- 
eight of which are under cover. The annual value of leather 
manufactured is $25,000. This is one of the old establishments of 
Camden, having been started in 1813 by Moses Parker. 

Sixth. Eighty-six rods from tide waters is the oakum factoiy 
owned and carried on by C. G. Alden & Co. This privilege has 
eight feet head or thirty-four horse power. They use the Rey- 
nolds' Turbine wheel. There are two factory buildings, one 30 
by 50 feet and the other 30 by TO feet, each having one story and 
a basement. The amount of sales of oakum manufactured at this 
establishment is $25,000 per year. A carding machine is also 
driven by the same power. 

Seventh. Ninety-eight rods from tide waters are located the 
Muck factory, machine shop, blacksmith shop and brass and iron 
fouudery owned and carried on by D. Knowlton & Co. This priv- 
ilege has twelve feet head, and an available power in time of 
drouth of fifty horse power. One Reynolds' Turbine wheel drives 
the machinery for all these branches of business. The machine 
shop is a building 40 by 80 feet, the block factory 40 by 60, the 
blacksmith shop 40 by 60, the brass and iron foundary building 40 
by GO, the store building 30 by 40. There are other out buildings 
and an office. The articles manufactured by this firm consist of 
fehips' iron pumps, capstans, steeiiug wheels with iron rims and 
locust spokes, force pumps, windlass purchases, geored and gipsy 
winches, composition work, iron spikes, galvt-iuized spikes, vessels' 
blocks. Reynolds' Turbine water wheels with gearing, shaftings, 
iron pullies, &c. One of these power capstans, the vessel pumps 
and a windlass purchase were invented by David Knowlton, one of 
the firm. Amount of sales, $T5,000 to $100,000 per year. Num- 
ber of operatives, thirty-five to forty-five. 
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Eighth. Two hundred and thirty-nine rods from tide waters are 
the Hemingway falls, so called, having a head of about ten feet. 
This power has never been used, but is available for manufactur- 
ing purposes. 

Ninth. Three hundred and forty rods from tide waters is the 
plug and wedge factory owned and carried on by A. B. & H. A. 
Oould. This privilege has a head of thirteen feet. There are two 
buildings, one 25 by 30 feet and the other 31 by 50. Amount of 
sales, $5,000 per year. 

Tenth and Eleventh. At the distance of 412 and 432 rods from 
tide waters, are the two privileges occupied by D. H. Bisbee & 
Co., in carrying on the manufacture of powder. There are two 
dams and thd whole fall of water has a bead of twenty feet, at the 
lower dam a head of eight, and at the upper dam a head of twelve 
feet. The number of buildings used for the different branches of 
the manufacture of powder is eleven. The buildings are of one 
story and vary in size from 28 by 38 to 12 by 12. The quantity of 
powder manufactured yearly is 8,000 kegs, requiring in its com- 
position 150,000 pounds of saltpetre, 50,000 pounds of brimstone, 
and 80 cords of alder wood. The value of powder manufactured 
at these mills per year is $30,000 to $40,000. 

Twelfth. Five hundred and forty- four rods from tide waters are 
the falls on the Conant farm, having a head of ten feet. These falls 
are unoccupied. 

Thirteenth. There are also falls with eleven feet head, 197 rods 
from tide waters, also unoccupied. 

Fourteenth and Fifteenth. At the source of the stream, 1,107 
rods from tide waters, are the mills known as the " Molineauz 
Mills." There are two privileges as now occupied, one used for a 
grist mill and one for a saw mill. These falls have a head of twelve 
feet. Should a dam be built, say twelve rods below these privi- 
leges, and they united, a head of water could be obtained of twenty 
feet or eighty-five horse-power. This privilege would be an excel- 
lent one for a paper factory, the water being pure and well adapted 
for the manufacture of a superior quality of paper. A number of 
enterprising gentlemen have been talking of building such a factory 
for a year or two past. 

In addition to the water powers on the Megunticook stream 
already named, there are others of minor importance in dif- 
ferent parts of the town, which have been or are now occupied for 
various branches of manufacture. 
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Sixteenth. Oq Spring Brook stream, some two and one half miles 
from Camden village on the road to Belfast, are falls with a head 
of fifty feet, available during a part of the' year. There ased to be 
a stave and shingle mill on this privilege, owned and operated by 
Augustus Thomas. It is now unoccupied. 

Seventeenth. On the brook running from Harrington's meadow 
into Canaan pond is a water-power with a head of 16 feet, which 
drives the machinery of a stave and shingle mill during the fall and 
spring months. It is occupied at the present time by Isaac B. 
Melvin and Joel Hodgman. 

Eighteenth. On Goose River stream, which runs from Hosmer's 
pond to Rockport village, there are falls of considerable importance 
with water-power available during a large part of the year. There 
used to be on this stream one grist mill, one saw mill and two 
stave -and shingle mills. There is now in operation on the stream 
but one stave and shingle mill. 

On the Oyster River stream, which has its source in Oyster River 
pond and empties into a larger stream by the name of Oyster river, 
are several water-powers available in wet seasons during all the 
year, and in dry seasons during the largest part of the year. 

Nineteenth. At its source near Oyster River pond, is a water- 
power with nine feet head, used eight or nine months of the year 
in driving the machinery of a stave and shingle mill, owned by E. 
G. S. In graham. 

Twentieth. A little over a mile below is a water power with 
twenty feet head, available during most of the year, some years all 
the year. Ambrose Sampson owns and operates at this place a 
stave, shingle and grist mill, with two runs of burr stones. Three- 
fourths of a mile from the last named mills are the saw mill and 
grist mill owned by the estate of Randall Tolman. During the 
greater part of the year there is a head of water of ten feet. 

Twenty-First. There used to be at Rockville village a tannery, 
a stave and shingle mill, and a sash and blind factory, but they are 
not in operation at the present time. 

The scenery of Camden is to a remarkable degree varied and beau- 
tiful, combining the charms of inland, ocean and mountain prospect. 
There are extensive beds of limestone in the town, and large quan- 
tities are quarried at various points. There are nine ponds in Cam- 
den, with an area of 1,335 acres. The names and acres are thus 
given on Osborn's Map of Camden : Canaan pond, 500 acres (1,000 
acres of same pond in Lincoln ville) ; Chickawakie pond, 210 acres ; 
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Orastj pond, 200 acres ; Oyster River pond, 150 acres ; Lilly pond, 
65 acres ; Hosmer's pond, 65 acres ; Tolman's pond, 65 acres ; 
Mace's pond, 60 acres ; Rocky pond, 20 acres. From the Chicka- 
wakie pond, Rockland city is supplied with an excellent quality of 
pure water, and from the Lilly pond large quantities of ice are cut 
in the winter and shipped to southern markets. 

The population of Camden by the census of 1850, was 4,005 ; by 
that of 1860, 4,588. Its valuation in 1860 was $1,062,228. It is 
considered a moderate estimate that the next census will give a 
population of 5,500, and an increase of valuation of from 50 to 75 
per cent. There are two good harbors, one at Camden and the 
other at Rockport. These harbors are clear of ice except during a 
\ few of the coldest days of winter. The most important branches 

of business are manufactures, lime burning, ice cutting, ship build- 
ing, and fishing business. 

Camden has devised liberal things for those willing to assist in 
developing her manufacturing resources, by exempting from taxa- 
tion the property invested for a period of five or ten years. 

Canaan — Somerset County. 
Digested from Selectmen's Statement. 

SIX POWERS. 

First, " Barnes' Mill,'' on the outlet stream of Morrill pond. 
Said pond has high banks and can be easily converted into a reser- 
voir with ten feet head ; it is 1^ by | miles in extent. A dam, 
small saw mill, with fourteen feet head, are the only improvements. 

Second, in Canaan village, on Sebattas stream, the outlet of 
Sibley's pond. The pond is one by two miles in extent, receives 
contributions from Morrill pond, also from Black stream and Bog 
stream. Its banks are low at the outlet of Bog stream, and it is 
accordingly not susceptible of conversion into a good and cheap 
f reservoir. Head of water at the privilege seven feet, shingle mill 

and planing mill ; operate about three-fourths of the year. 

Third, in Canaan village, on the Sebattas stream, eighteen feet 
head, grist mill, carding, bark and fulling mills ; operate the year 
round. 

Fourth, in Canaan village, on the same stream, head eight feet ; 
saw mill and shingle mill which operate nearly all the year round. 

Fifth and Sixth, " Moore's Mills," one mile below Canaan vil- 
lage ; the upper, a head of six feet ; a saw mill which operates 
about six months of the year. Lower dam ten feet head ; saw mill, 
shingle mill, grist mill ; operate nearly all the year. 
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The power on Sebattas stream is only part improved. It is 
capable of furnishing one hundred horse-powers the year round. 
As above remarked an excellent reservoir can be made of Morrill 
pond ; Black stream and Bog stream are both very constant in 
their flow. The dams can all be raised several feet so as to furnish 
more bead. 

Other dams, also, at other points might be built so as to afford 
safe and valuable power. Wheels used, Tuttle's centre vent with 
patent regulator. The soil of the town is very productive as ap- 
pears by census statistics. 

Canton — Oxford County. 

[See Appendix.] 

Cape Elizabeth — Cumberland County. 
Digested from Selectmen's Returns. 

FOUR POWERS, 

First, '' Clark's Mills," on Long creek. Fall eighteen feet in 
one-half mile, operates ten months, breast wheel eighteen feet in 
diameter. 

Second, on Mill creek, a tide power. Stone dam ; grist mill, 
one run of burr stone, and one of granite, nine foot tub wheel. 
Tide rises and falls from five to eight feet ; mill operates from ten 
to twelve hQurs a day, and can grind one hundred and filly bushels 
in the time. 

Third, a tide power at Spurwink. Unimproved. 

Fourth, a tide power of large capacity can be secured by a dam 
at the north of the estuary into which Long creek empties. 

Two artificial reservoirs of large capacity can be constructed in 
connection with the powers. 

Market, Portland, close at hand. 

Carmkl — Penobscot County. 

Digested from Selectmen's Returns, 
SEVENTEEN POWERS, 

These are located as follows : Upon the Riiggles stream, three ; 
Kingsley do., four; Sowadabscook do., four; Harvey do., four; 
Kenduskeag do., two. 

There are no falls of any note ; the power is produced chiefly by 
dams ; is judged sufficient to cut yearly 5,000,000 feet of boards 
and 4,000,000 shingles. It is not all improved ; in part as follows : 
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Ten board mills, eigbt shiDgle mills, one lemon-box mill, one cloth- 
dressing and carding mill, and a grist mill. The mills do not work 
an the year ; about one-half work six months, and the other half 
one-third of the year. 

The Sowadabscook stream is connected with a pond about two 
miles long and one mile wide. The Kenduskeag stream is con- 
nected with a pond somewhat smaller. The capacity of the ponds 
could be very much increased at small expense by the erection of 
dams. Freshets moderately heavy. Total range from low to high 
water, five to ten feet. In ordinary seasons there is sufficient in 
the Sowadabscook throughout the year to operate nearly all the 
mills upon it. 

" The cfiect of the improvement of the power upon the wealth 
and population of this place has not been favorable. There are 
several reasons for this. The two principal ones are, that the lum- 
ber was manufactured and marketed when it was low, consequently 
the surplus was small after paying expenses ; and a large amount 
of lands were owned by non-residents, who stripped them of the 
lumber without leaving an equivalent. Notwithstanding the most 
valuable portion of the lumber is gone, still three-fourths of the 
town are covered with forests." 

The value of the aggregate yearly products is $25,000. Market, 
Bangor. 

Carroll — Penobscot County. 

[See Appendix.] 

Carthage — Frankijn County. 
Digested from Selectmen's Returns. 

TEN TO TWENTY POWERS. 

The whole volume of Webb's river can be used from ten to 
twenty times. The river is a constant succession of rips for several 
miles. The amount of power is indicated by the fact that there are 
upon one of the dams a saw mill, grist mill with two runs of stones* 
two shingle mills, and other machinery ; and that there is abundant 
water for them all, when any sort of precautions are taken to use 
it economically. There are a saw mill, shingle mill, lath mill, and 
threshing machine on another dam. There were formerly mills 
upon a third dam, now burned down. 

Wheels, old flutter wheel and centre vent. 
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Webb's pondi the Boarce of the stream, is seven miles long and 
from one to nearly three miles wide. The channel of the ontlet can 
be lowered six feet, and the surface of the pond raised three feet, 
this securing nine feet bead over the whole surface. The land at 
the foot of the pond where the dam should be built is hard and 
rocky, and would give firm foundations for dam and mills."** 

The stream is peculiarly steady and free from freshets. The 
pond is fed by seven different streams and many small brooks, and 
thus drains a larg^ tract of country. . 

Granite abundant, also clay for bricks, and vast quantities of 
excellent limestone. Sites for mills excellent, the land mainly level. 

Three- fourths of the basin covered with woods. 

Market, Portland, chiefiy over Androscoggin railroad, from 
North Jay depot, ten miles distant from water-power. 

Several other small powers in town, adapted to light manufietc- 
turing ; not improved. 

Gasgo— Cumberland Oouktt. 

[See Appendix.] 

Gasco and Naples — Oumberland County. 
Statement of Washington Bray, Esq,, of Naples. 

[See aIbo "Casoo*'; and " Nftplefl."] 
TWO POWERS. 

Both situated on Crooked river below Edes' falls. Each has a 
fall of about eight feet. 

The volume of the river at mean run is about 1,593 inches under 
a head of 9.5 feet, giving on an eight-foot fall about 100 horse- 
powers. River very constant, fed by ponds. 

Castine — Hancock County. 
Selectmen's Statement, 

ONE POWER. 

A tide-power ; a grist mill and shingle mill upon it in working 
order. Work all the year. Machinery of the best construction 
for a tide mill. No specifications. Height of tide at this point 
about twelve feet. 

Centerville — Washington County. '" 

Digested from Selectmen's Returns. 

TWO POWERS. 

First, on west bjanch of Chandler's river ; fall eight feet ; for- 

* Qaoied from the retaroB of Weld. 
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merly a saw mill ; can operate but half of the year. No lakes and 
ponds. 

Second, the " Great Falls," on Machias river ; fall twenty-five 
feet in twenty rods ; sitnated five miles above Whitneyville, which 
is connected by railroad with Machiasport. Land abont the falls 
level and dry. Proprietors, S. W. Pope & Go. of Machias. This 
is a most valnable power. The country above is unbroken wilder- 
ness. 

Gharlottb — Washingtok Gountt. 
Digested from Selectmen's Returns, 

[See also "ChwloUe and No. 14.*^ 
SIX POWERS. 

First, " McGIaughlin's Mills,'' on Damon mill brook ; fall about 
ten feet ; shingle mill, operates four or five months. 

Second, " Granger's Mills," on Moosehorn stream, twelve feet 
fall ; shingle mill, clapboard mill, operates five or six months. 

Third, Fourth, Fifth and Sixth, on Fisher's mill brook. One 
improved in an up-and-down saw and shingle machine. Fall upon 
this privilege about thirteen feet, upon the others about ten feet. 
Will operate five to six months. A fifteen-foot back shot wheel. 

No ponds. Fisher's brook could have artificial reservoirs enough 
to run the powers all the year, but not without flowing a valuable 
meadow. This stream is variable. The Moosehorn rises in low 
land and is constant. One-third of the basin covered with woods. 

Market, Pembroke and Galais, by road. 

Charlotte and Township No. 14 — WAsraNOTON Gountt. 
Slalemenl of T. W, Allan, Esq,*, of Dennysville. 

First, on Dennys river a stretch of rips and ponds two miles and 
a half long, called " Gardner Rips," and the upper part, " Oilman 
Rips," which with a part of " Bright's Island Rips," between Den- 
nysville and Township No. 14, have an estimated fall of thirty feet. 
This does not include the dam at the head of Oilman rips the 
height of which is eight feet. Owned by Kilby & Allan in the lower 
part, by the Lincolns in the upper. 

Charleston — Penobscot County. 

[See Appendix.] 
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Chblsba — Kennebec Countt. 
Digested from Selectmen? b Returns, 

NINE POWERS. 

The principal water-power in Chelsea is located upon tiie outlet 
of Worromontogus great pond in Augusta. 

First, about ten rjods below the south line of Augusta, a dam 
seven feet high, and five rods long, which flows eight or nine 
square miles, with banks which admit of raising the dam to any 
desired height. The above dam is for a reservoir. 

Second, about twenty rods below said dam, are a dam and falls 
fifteen feet high, with saw and shingle mills, owned by W. Lewis 
of Pittston, which cut all the available lumber, although the dams 
arc old and leaky, and the wheels are the old-fashioned ladle pat- 
tern. 

Third, about one-half mile below said mills, is a good stone dam 
twelve feet high, with shingle and grist mill nearly new, which 
does a good business all the year. 

Fourth, about one-half mile below, was formerly a saw mill 
known as the Dummer mill, which was destroyed by fire many 
years ago. Fall from the third mill to Dummer privilege, about 
eighteen feet. Unoccupied. 

At this point is received an additional stream called " Chase 
Meadow Brook," which takes its rise from " Greely Pond " in 
Augusta. 

Fifth, three-fourths of a mile below the Dummer privilege is a 
fall fourteen feet, has been occupied by two sets of saw mills, first, 
known as "Jones," the last as '* Dorr's" Mills. 

Sixth, eighty rods below the last named, is a fall of sixteen feet, 
known as " Scarlets Mills." Thomas Searle and others built a 
saw and shingle mill in 1833 in the then wilderness, which did a 
good business the greater part of the time for thirty years. In 
1863 the mills and centre dam having become rotten, and lumber 
scarce, the mills were taken down, since which time the privilege 
has been unoccupied. This privilege flows about five acres. It 
has a ledge foundation, which runs far into the banks, for dam and 
mills. The stone wings of the dam are now standing. Uere an 
additional stream comes in, known as " Long Meadow Brook," 
with large space for flowage. 

Seventh, about one mile below the last named privilege, is a fall 
of about fifteen feet, upon which there was once a saw mill, known 
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as "Jcwett's Mill ;" this was burned many years ago, and the 
privilege has not been occupied since. 

The total fall of the " Togus '' stream in Chelsea is about ninety- 
eight feet attained in the distance of three miles. There have been 
no freshets to cause damage to dams for the last thirty-five years. 

Granite boulders and ledge suitable for walls and underpinnings 
for buildings. The surface around the falls is generally very con- 
venient for the location of mills, and other necessary buildings, 
with good roads passing Searle's, Dorr's, Baker's and Lewis' falls. 

" The improvement of the power has benefited us, first, by con- 
verting lumber, which in its natural state was and is worth noth- 
ing, into merchantable material ; and secondly, by inducing settlers 
to secure and clear the lands, and convert them into fruitful fields, 
two-thirds at least being well adapted to farming purposes, 
especially for grass, grain, and potatoes." 

Market, Pittston, Gardiner, Hallo well, and Augusta, which are 
from one-half to seven miles distant. 

About one-half the town is a clay loam, from four to twenty 
inches deep, with hard clay pan, which retains the water and dress- 
ing near the surface and makes it very prodnctive, especially for 
h;iy, grain and potatoes. Clay and sand are quite abundant near 
the river, with good privileges for making brick, and a large 
amount are manufactured annually. The volume of the stream 
cannot now be accurately ascertained, but if the dams were tight, 
and mills constructed with modern improvements, the power would 
be sufiicieut to carry a large amount of machinery. 

Eighth, on a small stream in the east part of the town, known 
as Gardiner Meadow brook ; formerly a saw mill, which did busi- 
iicss about two months in the spring for many years. Unimproved 
for the last twelve years. 

Ninth, on a small stream, with fall thirty feet high, on the bank 
of the Kennebec river. An overshot saw and shingle mill did 
business for a few years. Privilege is now unimproved. 

Cherryfield — Washington County. 

Digested from Selectme.n' 8 Returns. 
SIX POWKR8. 

The above taken together constitutes the "Cherryfield Falls," 
on the NarraguaguR river. 

First, at the head of tide, in the village, a privilege of six feet 
fall, owned by A. Campbell & Co., who contemplate building a 
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dam. An excellent power for machine shops, etc., for village use. 
Excellent sites for building on the east bank. 

Second, the " Lower Dam," so called. Nine feet head, eigbty 
rods horizontal run. Occupied, east side, grist mill, planing 
mill, sash, door and blind factory, a machine shop and foundery. 
West side, gang, edge and lath mill. Qang cuts on the average 
25,000 lumber per day, lath mill about 25,000 per day. Owned, 
east side, by* A. Campbell & Co. ; west side, one-half by the same, 
one-quarter by J. 0. Nichols & Son, and one-quarter by S. Gamp- 
bell, agent. 

Third, "New York Dam," so called, at 'the upper bridge; 
eleven feet head; horizontal run sixty rods to the next dam 
above. Owned by John W. Coffin & Co. Occupied, east side, 
gang and single saw, edge and lath mill ; west side, grist mill. 
[Saw mill and lath mill on west side burned last winter.] A very 
fine power. 

Fourth, " Wakefield Dam," head seven feet, horizontal flow 
fifty rods to the dam above. Occupied by two shingle mills, two 
machines each, with cut-off saws, etc. Owned, east side, by T. 
P. Willey ; west side, by Lewis & Godfrey. 

Fifth, " Hall Dam," ten to eleven feet head, ninety rods hori- 
zontal flow to dam above. Occupied, west side, gang, single 
saw, edge and lath mill ; east side, shingle mill with two machines 
and cut-off saw, carding mill. 

Sixth, '* Stillwater Dam," nine feet head, horizontal flow three 
miles. The east and west branches of the Narragaugus river 
form junction half a mile above this power. The land in the 
vicinity being low and flat, has been flowed by the dam, forming 
a very large reservoir. All the mills upon this power were burned 
in July, 1866. The dam has since been thoroughly repaired, and 
a gang and single saw, edge and lath mill, erected on the west 
bank. These mills are very superior and of large capacity. The 
gang has cut in twelve hours 52,000 of two-inch plank, would 
avorage 30,000 daily. The reservoir formed by this dam is so 
large as to sustain the stream, and by consequencie all powers 
upon it, in the severest drouths, the accumulations of the night 
meeting the drain of the day. 

The mills work all the year save the winter and early spring, at 
which time the ponds freeze so that the logs cannot be floated to 
the blip. Very extraordinary summer drouths sometimes suspend 
the mills for a short time. The power of the river is capable of 
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great increase by the improvement of the lakes connected with it 
for reservoir purposes. An extensive heath in Beddington could 
at little expense be converted into an immense reservoir. 

Freshets, less severe than formerly, since the lakes were 
dammed. Range from lowest to highest water about six feet. 

Special pains have been taken to construct the best mills and 
secure the best machinery. The centre vent wheels are much pre- 
ferred. 

Production. Each dam occupied by a gang and single and lath 
mill is capable of sawing five millions of long lumber and five mil- 
lions of laths eacb season. For the last three years the annual 
product in long lumber has been worth at the wharf here $400,000 ; 
shingles, $30,000 ; total, $430,000. When our power shall come 
to be improved for regular manufacturing purposes to the extent 
of its capacity, we have the assurance of great increase in wealth 
and population. " We purpose to grow by the use of this power 
and become a big people." 

The lumber is marketed in New York and Boston mainly, though 
pine boards are shipped of late directly to the West Indies. 

Accessibility. Vessels approach within five and a half miles of 
the falls, at Millbridge, to which point lumber is fioated in scows 
and rafts. The river is open to navigation eight and a half mouths 
of the year. 

Chester — Penobscot County. 

[See AppendLc.] 

Chester and Winn — Penobscot Countt. 
Digested from tJie Returns of Winn, 

[See alM) "Oheeter"; ud *• Winn/'] 
ONE POWER. 

" Island Rapids," ou the Penobscot river ; fall fifteen feet in one 
hundred rods. Power, that furnished by the whole volume of the 
Penobscot, some thousauds of horse-powers. 

Entirely unimproved. 

Chestervillb — Franklin County. 
Digested from Selectmen's Returns. 

[See alao "ChcsterriUe And FArmington."] 
THREE POWERS. 

First, at North Chesterville, on Wilson's stream. Height of fall 
twelve feet in thirty rods. Power improved only in part ; a grist 
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mill and carding mill. Water sufficient for all the machinery six 
monthS; and for the grist mill with two runs of stones the whole 
year. Centre vent wheel. Power on the Ghesteryille side owned 
by Davis & Keith. Four ponds connected with the stream, aver- 
aging nearly one mile each in diameter. Small artificial reservoirs 
can be readily constructed. High banks, level back from the 
stream. 

Second, at Chesterville Center, on Little Norridgewock stream. 
Twelve feet fall ; saw mill, salt-box factory ; one flutter wheel, 
three Tuttle wheels, two Blake wheels. 

Third, below the Second, at Chesterville Center ; fall eight feet; 
one Tuttle wheel, one improved wheel, one centre vent. The 
power on the two falls has never been estimated ; judged equal to 
100 horse-powers. The mills run nine months out of the year. 
Four ponds, averaging one mile long by one-half mile wide. Arti- 
ficial reservoirs of large capacity can be constructed. Ponds, also, 
can be improved for reservoirs by dams. Perfectly safe in freshets. 
Range of water on the upper dam, six feet ; on the lower, three feet. 

Fourth, fall thirty-five feet ; saw mill, grist mill, turning lathe, 
etc. Large reservoirs could be constructed. Power is not all 
used. 

The lay of the land about all the before-mc^itioued powers is ex- 
cellent for the location of mills, etc. Granite of suitable quality 
for building is found in the close vicinity of each. Proprietors 
would aid in surveys for the development of this property. " Mil- 
lions of pine lumber still remaining in the town. Excclleut grazing 
town.'' 

Chesterville and Farmington — Frankun Couxty. 
Digested from the Statement of the Boards of Selectmen, 

[See also "ChcBterville"; and "Farmington.*'] 
ONE POWER. 

*' Farniington Falls,'' on the S an (^.' river; total head and fall 
sixteen feet. No estimate of the power by measurement has been 
made. Power not now and at no fornior time half put to use, ex- 
cept perhaps in seasons of extreme drimth. 

The outlet stream of two large large ponds situated in Wilton, 
jnins llio river above the dam ; each pond contains about 300 acres. 

On the Farmington side of the river, " Davis' Saw Mill" ; for- 
merly a grist mill, which was burned three or four years ago. The 
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mills being situated upon a canal may be regarded as safe from 
freshets. 

On the Chesterville side there are two saw mills, a spool factory, 
a factory for the manufacture of drums and horse-rakes. 

OmNA — Kennebec County. 
Digested ^rom Selectmen's Betjums, 

SEYERAIi POWERS. 

These are nearly all upon the west branch of the. Sheepscot 
river, once occupied by grist and saw mills. None can operate all 
the year. Very large ponds in town, which serve as reservoirs to 
powers in adjacent towns. 

" The water-powers are of local value and use, but not such as 
wonld influence capitalists to invest upon them with a view to per- 
manent profitable business/' 

CLnrroN — Penobscot County. 

[See Appendix.] 

Clinton — Kennebec County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

First, '* Uuntor's Mills," in the southeast part of the town on 
the Sebasticook river. Height of dam seven feet ; can be raised 
several feet more by paying small damages. Double saw mill, and 
. mill with circular saw for long boards, two shingle mills, one grist 
mill with three runs of stones, a factory of sash, doors and blinds, 
a carding and cloth-dressing mill, and a brush-block manufactory. 
About 3,800 inches of water are used. With a good dam there would 
be plenty of water for all the mills the year round. The river 
above is fed by large ponds, as Twelve-Mile pond, Newport p::nd, 
and others. In great freshets the water rises only about three and 
a half feet in the mill-pond. The underlying rock is slate; the 
dam and mills both rest upon solid ledge. Granite boulders that 
may be split for building purposes abundant within a half mile or 
mile. The land bordering the stream is but a few feet above the 
level of the water in time of freshet, is level and very convenient 
for building. Wheels employed, the Kendall, Stearns, and Tuttle : 
Kendall preferred for this place. 
Second, on the Black stream in the northeast part of the town ; 
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a grist mill and saw mill. Saw mill operates only abont half of the 
year. Dam ten feet high. 

Third, on the Twelye-Mile stream ; stone dam, about ten feet 
high; slate-ledge fbmidation; wat«r about finur months of the 
year. 

The improvement of its power has had a most beneficial effeet 
upon the wealth and population of the town, and in coiyanction 
with the railroad has huilt np qnite a village, with two charcheSf % 
school-honse for two schools, that will accommodate two handred 
scholars, nine stores, etc. 

Market, Portland, by Maine Central railroad; depot one-half 
mile from the principal mills. 

GuMTON OoBi Plantation — Eknnbbec Gountt. 
Digested Jrom Assessors' Bourns. 

[See mlso ** Bnraham and Clintam Gofe.*^ 
ONE POWER. 

On the Powers brook, ten rods from the railroad, and half mile 
from Bnmham depot. A shingle mill npon it, mns four months 
out of the twelve ; cuts 500,000 shingles. 

CoLUKBU— Washington County. 
Digested from Selectmen's Statement. 

tVo powers. 

First, " Saco Falls," on Pleasant river. Height fifty feet in two 
handred yards. Power not all improved. A dam ; shingle, lath, 
saw, and grist mills upon it. Mills can work all the year, but do ' 
not ; or rather the grist mills operate all the year, the saw mills 
but. part. 

Second power, " Little-River falls" on Little river. Height, pre- 
sumed {"rom the statement given to be the same as of the above 
Saco falls. 

Laud about the falls well adapted to improvement. Streams 
connected with lakes ; one, three miles long and one mile wide. 

Market, Boston and New York, by coasters. 

Columbia Falls — Washington County. 
Digested from Selectmen's Returns, 

FIVE POWERS. 

First and Second, "Columbia Falls," at Columbia village on 
Pleasant river, at the head of tide, which here rises and falls from 
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twelve to fifteen feet. Total descent about sixteen feet in three 
hundred yaids, divided into two pitches. On the upper pitch 
there are a gang and single saw and lath machine, cutting about 
three and a half millions of long lumber and about five million laths. 
Owned by Oeorge Harris ft Go. On the lower pitch are a single 
saw nnll, lath mill, grist mill, carding mill and fulling mill. The power 
here is equal to the first. Owned by Samuel Bucknam and others. 
The grist mill operates all the year, the saw mills are idle in winter, 
and usaally for a short time in the lowest stage of water in summer 
are shot down, there not being water sufficient for a full business. 
nrird, tW0 and a half nrites up the river is the " Burnt Mill 
Bips/' h\\ eigirt feet in a hundred and fifty yards. The powei^ id 
equitl to either of the above. No improvement. 

Volume oftiXjUer, — Pleasant river is bridged between the pitches 
at the village, the abutments being about forty*five feet apart. At 
the lowest* water the stream pours through this space eight inches 
deep and six miles an hour. At highest water the space is filled 
about ten feet deep. The rise of the river is slight, owing to the 
large extent of heath and low interval bordering the stream, which 
overflows at flood tide and holds back the water. The land adja- 
cent to the stream and its bordering interval is to a considerable 
extent sandy ; plain somewhat elevated, at the base of which are 
countless never-failing springs of water, which contribute to sus- 
tain the river. 

Fourth and Fifth, on Lower Little river, a tributary to the 
Pleasant, about two miles above the village. Lower fall about ten 
feet in forty feet, the upper a gradual descent but an excellent 
power. No improvement upon either of the powers. 

There are also other small powers on Peckey branch, a tributary 
of Chandler's river. 

At the head of Pleasant river is a lake 3 by r5 miles ; several 
small ponds also contribute to it. There is a dam at the outlet of 
the lake. Capacity of the lake could not be increased ; but very 
large artificial reservoirs can be had at small cost. Rock about 
the falls " shelly" and not suitable for building. Land lies well for 
the erection of mills and shops. 

Value of annual products about $80,000. The improvement of 
the power has increased the population somewhat, and has added 
considerably to the wealth of the town. 

Market, all points by water. The village powers are at the head 
of sloop, navigation ; vessels of 150 tons load at wharves. 

I 
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Concord — Somerset County. 
Digested from Selectmen's Betums. , 

TWO* POWERS. 

First, on Chase's stream, an excellent power ; saw mill, shingle 
mill, lath and clapboard machine ; it will run all the saws five 
moDths in the year, and either one alone all the rest of the time ; 
five feet fall ; poor machinery ; the power nsed would do much 
more with good equipment. 

Second, saw mill, grist mill ; machinery poor. Twenty feet fall 
and water enough to run all the year. Four mills could be built 
on the stream. Two-thirds of the land covered with timber; hflly 
with plenty of rocks for building dams and buildings. Lumber 
nianiifactured yearly, 200,000 feet, which might be increased to five 
times the amount. Twenty miles from railroad. " When the 
Somerset railroad is built we shall be five miles from its terminus.'' 

Cooper — Washington County. 
Digested from Selectmen's Betums, 

TWO POWERS. 

First, "Cooper's Mills," in the west part of the town ; a saw 
mill, which does but little in comparison with what it might ; old- 
fashioned wheel. Streams connected with ponds which might be 
greatly improved for reservoirs by dams. 

Second, on Dead stream, in the east part of the town. No im-- 
proveniont whatever. Streams connected with ponds which might 
be converted into reservoirs. « 

Both streams rise and fall quickly, owing to the non-use of the 
ponds for storage basins. Basin of Cooper stream nearly covered 
with woods. Capital and enterprise could find good investment 
on these privileges. 

Market, Calais, Machias, etc. 

CoRiNNA — Penobscot County. 
Digested from Selectmen's Returns. 

SIX POWERS. 

First, Second, Third and Fourth, on the Dexter stream, a branch 
of the Sebasticook river, and the outlet of Dexter pond. 

Filth and Sixth, on Alder stream, a branch of Dexter stream. 

Four of the powers are improved, with mills and dams. The 
mills on three of the powers work all the year. The machinery is 
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not of the beat coDstroction for economizlDg power. Steam's, 
Valentine's and TutUe's wheels are used. The streams are both 
connected with ponds which are susceptible of improvement as 
reservoirs. 
Market, for produce, Newport ; for lumber, Bangor. 

Corinth — Penobscot County. 
Digested from Selectmen's Returns, 

FOUR POWERS, OR MORE. 

First, on Kenduskeag stream ; two saw and shingle mills. 

Second, on Kenduskeag stream ; a grist mill. 

Third, on Crooked brook ; saw and shingle mill. 

Fourth, on Bear brook ; saw and shingle mills. 

The saw mills cut about 300,000 each, but might do more. The 
McGregory mill saws nearly twice that. A new aud good grist 
mill about to go up in place of an old one. The mills operate 

4 

three-fourths of the year, grist mill all the year. Slate rock, with 
granite in spots. Little forest. 
Market, Bangor, by road. 

Cornish — York County. 
Digested from Selectmen' s Returns, 

TWO POWERS. 

First, "Allen's Falls" on Great Ossipee river ; fall three and one- 
half feet in twelve rods. River one hundred and fifty-five feet 
wide, six feet deep ; velocity of current, six feet per minute. The 
privilege is not improved. 

Second and Third, " Thompson's Falls," on Little river ; first, 
thirty-three feet descent in three hundred and sixty-one feet run ; 
second, twelve feet perpendicular. Stream eighteen feet wide, one 
and one-half feet deep ; velocity of current sixty feet per minute. 
The upper not improved. The lower improved in a grist mill. 

Fourth, ** Brown's Falls," on Brown's brook ; eleven feet fall in 
one hundred and eighteen feet run. Stream eighteen feet wide, 
one and one-half feet deep ; current sixty feet per minute ; saw 
mill and shingle machine. 

Powers operate all the year except in severe drouths. Wheels, 
overshot and breast. 

Ossipee river is fed by Ossipee pond. Brown's brook by Long 
pond. Spruce brook can be turned into Little river, doubling its 
power. Long pond can be dammed ; Ossipee cannot except at 
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large expense for flowage. Freshets not destructive. Rock, 
gneiss and mica schist. . Land convenient for building. Basin 
one-fourth wooded. 

Improvement of powers here would benefit the town greatly. 
Income of grist mills about $1,000 per annum; saw mill about 
$300 per annum. 

Market, Portland, thirty miles by road. 

CoRNviLLE — Somerset County. 
Digested from Selectmen's Returns, 

FOUR POWERS. 

All situated on the east branch of the Wesseransett river. 

First, two miles south of the north town line ; saw mill and 
shingle machine. 

Second, two miles below ; saw mills and shingle machine. 

Third, one mile south of the above ; Ia grist mill. 

Fourth, sixty rods below ; shingle machine. 

There are no considerable falls ; a succession of rapids. The 
mills operate nearly all the year ; all can work ten months. The 
power is only partially improved. The stream is the outlet of 
Wentworth pond, in Athens, two by three miles in extent. Gran- 
ite abundant and of good quality. Basin one-fourth covered with 
woods. 

Market, Skowhegan, nine miles from the upper mill by road. 

Cranberry Isles — Hancock County. 

Digested from Selectmen's Statement, 

ONE POWER. 

A tide power on Great Cranberry Island, at the mouth of a creek 
or inlet, where a dam might be built so as to enclose a vast body 
of water with which to operate at low tide. Not improved. 

Crawford — Washington County. 

[See Appendix.] 

Cumberland — Cumberland County. 
Statement of the Selectmen, 

THREE POWERS. 

We have two up-and-down saws driven by water, will operate 
part of the year, and one carding machine, but no water power of 
•*njr consequence. 
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Gushing — Knox County. 
Seleciimen'a Betums. 

ONE POWER. 

A stave mill upon it, running about half the year. 

Cutler — Washington County. 

[See Appendix.] 

Daigle Plantation — Aroostook County. 

[See Appendix.] 

Damariscotta — Lincoln County. 
Digested from Selectmen's Returns, 

ONE POWER. 

A tide power ; ten feet fall at low tide ; not improved. " Does 
not belong to any body.'' 

Danforth — Washington County. 

ONE POWER. 

" Bntterfield Privilege/' situated on the Baski^egan stream, some 
ten miles above its junction with the Mattawamkeag river. 

The dam is about seven feet high and may be made two 
feet higher if needed. On the dam a single saw and a shingle ma- 
chine. Sufficient power to drive one single saw, a shingle and 
clapboard machine, four runs of stones for grinding grain, a card- 
ing and clothing mill, and probably more. The dam flows a pond 
some eight miles in length and one-third of a mile in width. The 
privilege may also have all of Baskahegan lake, containing about 
eighteen square miles, for a reservoir, by maintaining a dam at the 
outlet. 

The annual production is quite small compared with what it 
might be if the power were suitably developed. There are good 
markets for products. 

Dayton — Aroostook County. 

[See Appendix.] 
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DeBLOIS — WASfflNOTON OOUNTY. 

Digested from Selectmen* 8 Statement, 

NUMEROUS POWERS. 

First, the " Great Foils/' on the Narraguagus river, and on the 
county road leading to Beddington on the north and Cherryfield 
on the south, ahout eleven miles from tide water, and where the 
village, comprising about one hundred and twenty inhabitants, is 
located. The falls extend about half a mile, with' an aggregate 
descent, it is estimated, of nearly fifty feet, embracing a succession 
of mill privileges equal, if not superior, to any to be found at the 
same distance from navigable waters within the county. They are 
Ro situated as to afford superior facilities for erecting factories of 
almost any description. The banks on either side are high, the 
channel of the river narrow and its bed ledgy, so that the expense 
of dams would be comparatively trifiing. Within a short distance 
of said Great falls there are over three thousand acres of forest, 
oiie-half of " black growth,'' pine, spruce, hacmatac and cedar 
timber ; the other half of old-growth hard wood, beech, yellow, 
white and grey birch, oak, rock and white maple, ash, &c. Vast 
quantities additional suitable for cord wood, and millions of feet of 
hard wood large enough for plank stock and ship timber. The 
timber adjacent is Aifficient to run saw mills of various kinds for 
many years, and to justify the investment of tens of thousands of 
dollars with a prospect of a generous return. 

The soil is excellent, is free from rocks ; roads are constructed 
with the utmost ease ; large natural meadows abound ; great num- 
bers of cattle, from all the region about are pastured within its 
limits ; muck of the best quality is abundant. " We are anxious 
to have capitalists come in and improve our water-power, and in- 
dustrious workingmen to cultivate our excellent soil. The pro- 
prietor of these lands, Wm. Freeman, Jr., of Cherryfield, offers the 
highest inducements as to terms, to farmers, millmeu, or manu- 
facturers." 

There are other valuable privileges on the Narraguagus river in 
this town, none of which are employed. Also smuller powers on 
other streams which might be turned to useful and profitable ac- 
count. The only improvement on the Great falls is a shingle mill, 
which operates without the aid of a dam, by the natural force of 
the current. 
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DsDHAH — Hancock County. 
Digested from Selectmen's Relums, 

FITE POWERS. 

Or rather there are five powers already in use, with several priv- 
ileges not surveyed or employed, and therefore not reported. 
These are all situated upon Fitts Pond stream, a tributary of East- 
ern river. . 

First and Second, the ** Fitts Mills'' falls ; two dams, each with 
head and fall of fifteen feet, giving a total fall of thirty feet in less 
than one-fourth of a mile. Saw, shingle and lath mills. 

Third, Fourth and Fifth, "Dedham Tannery"; three dams, 
twelve, fifteen and twelve feet high, respectively, aud total fall of 
tbirty-nine feet in about forty rods horizontal distance. Saw, 
shingle, lath, stave, and flour mills, and tannery. 

The mills operate all the year, and the power can be greatly in- 
creased at little expense, the stream being fed by four ponds, one 
large and three small. The tannery privileges have two additional 
ponds, and all can be converted into reservoirs of great ca- 
pacity. Freshets are not serious. The largest pond is on the 
dividing ridge betwixt the Penobscot and Union basins, and when 
greatly swollen pours off its surplus into the Union river, the nat- 
ural and usual outlet being into the Penobscot. 

The rocks about the tannery privilege are of a *' shelly" char- 
acter and are not suitable for building ; at the Fitts mills, are a 
coarse granite and are suitable for rough constructions. Lay of the 
land, suitable for mills, etc. 

Proprietors will aid in a survey. Two-thirds of the basin cov- 
ered with forests. Improvement of the power has more than 
doubled the valuation of the town. 

Market, Bangor, by road. 

Deer Tsle — Hancock County. 
Digested from Selectmen's Returns, 

SETERAIi POWERS. 

All are tide powers, one upon which a dam is already built, is 
capable of carrying a large amount of machinery. No works upon 
any fresh-water stream, except a carding mill, which runs about 
one-third of the year, owned by the estate of Pearl Spofford, earn- 
ing $500 per annum. Two tide grist mills. The tide privileges 
are mainly unemployed. Various ponds of an aggregate surface 
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of four hundred acres might be tamed to account for reservoir par- 
poses. Wheels, two overshot and one spiral. 

Dbnmabe — Oxford County. 

Digested from the Report of Survey of CyruB IngaUs and Josepk 
Bennett, Esqs,; Procured and Endorsed by the Selectmen. 

FIFTEEN POWERS, OR MORE. 

The most important of these are situated upon Moose Pond 
branch, the outlet stream of Moose Pond, which covers about 1,700 
acres, is about seven miles long and from 40 to 275 rods wide. 

First, at the outlet of the pond, at " Denmark Corner," and five 
miles from Saco river, into which the stream empties, is the "Oat- 
let Dam." Thirteen feet head and fall. A good stone dam sev- 
enty feet long extends from the west bank, the remainder of the 
dam being of wood for log slips and flumes for the use of the mills. 
Saw mill, a grist mill with several runs of stones, stave mill and 
shingle machine. 

Second, twenty-six rods below, head and fall of nine feet. Good 
stone dam eighty feet long, and a mill 26 by 56, three stories high, 
in which there are a saw mill, stave mill, shingle machine, planing 
machine, and various kinds of splitting saws. 

Third, thirty-seven rods below, a new stone dam nearly com- 
pleted, intended for a starch factory. Head of eight feet. 

Fourth, down said stream thirty rods *, head and fall of fifteen 
feet, with a good split stone dam, laid in cement, and about ninety 
feet in length laid upon solid ledge. Said dam flows an area of 
about 700 square rods. A stave machine, shingle machine, clap- 
board machine, planing machine, kit machine, and various kinds -of 
cutting-ofi* and splitting saws. Connected with this establishment 
is a large cooperage factory for the manufacture of barrels and 
other kinds of casks. 

Fifth, fifty-five rods below, is the head of " Long Falls," so 
called, where there is a head and fall of ten feet. The falls at this 
place extend about twenty rods down said strAm, making a de- 
scent of about eight feet. The bed of the stream on these falls and 
the shores is a smooth, solid ledge. The high land comes so well 
up to the stream, at the head of the falls, that a dam seventy-five 
feet long would reach from bank to bank, and would raise 
the required head and pond back a large body of water ; the land 
above the head of the falls makes away from said stream, for con- 
siderable distance, nearly level with the surface of the stream at 
high water in the spring. 
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Sixth, down said stream eizty-six rods, is the " Symon^s' Dam 
Falls/' where there is a head and fall of ten feet. The banks are 
high upoD either side, requiring a dam aboat sixty feet in length, 
which would flow an area of about 400 square rods. 

Seventh, we have now arrived at or near the head of " Little 
Moose Pond,'' which is one mile long and varies from 40 to 100 
rods wide, containing about 120 acres. At the foot or outlet of 
this pond is the head of '' Webster's Falls." These falls are forty 
rods long. In 1807 there was a dam built at the foot of this pond, 
making a head of ten feet, for the purpose of driving logs down the 
Moose Brook canal into Saco river, (said canal having been char- 
tered and constructed many years ago for this purpose), and which 
dam, having been built of wood, has nearly rotted and passed 
away. This is probably the most valuable privilege on the whole 
stream, so far as the head and fall and amount of water are con- 
cerned. There are many small streams emptying into Moose 
brook, between here and the upper mills. The tract of land upon 
the west side is variously estimated to be worth from fifty to sev- 
enty-five thousand dollars, it being covered with a heavy growth 
of pine and white oak timber, the best in this county. 

Eighth, from " Webster's Falls" to the "Lower Falls" is three 
miles ; at these falls. there is a head and fall of fifteen feet. Below 
these falls for three mills to its mouth the stream is dead and slug- 
gish, varying from five to ten rods wide and from four to ten feet 
deep, with high banks the most of the way. 

Ninth, Tenth, etc., there are several good mill privileges between 
Webster's falls and the Lower falls. 

Moose brook, from the upper mills at the foot of Moose pond, to 
Saco river, runs parallel with, and distant about two hundred rods 
from, the county road leading from Denmark corner to Hiram 
bridge. No estimate of the volume or power of the stream fur- 
nished, other than which is involved in the statement of the capacity 
of the reservoir. A large area of country and several streams are 
tributary to the pond. 

Twelfth, " Holt's Mill Privilege" at West Denmark village, on 
a pond of six acres which is fed by a pond of 120 acres. Fall twelve 
feet ; abundant water nearly all the year for saw and grist mill. 

Thirteenth, at the foot of Granger pond ; sixty-four feet fall in 
264 rods ; a good privilege for light machinery or a grist mill. 
Pond can be raised six feet by a dam without damage. Good site 
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for a flour mill, which is greatly needed, as all the wheat now goes 
oQt of town several miles to be ground. 

Fourteenth, on the outlet of Fish pond, which is twenty-five 
acres in extent and fed by a pond of eight acres ; fall ten feet ; a 
shingle mill. 

Fifteenth, on the same stream about a mile below, a dam flowing 
a large tract of land ; twelve feet head and fall may be had. Two 
ponds empty into the stream a short distance above the dam, 
making an excellent privilege. 

Granite abundant in all the town, some of it excellent. SufiScient 
clay for bricks in various localities. Inexhaustible peat bogs of 
the best quality. Soil excellent for fruit and corn. Two-thirds 
covered with forests, pine, hemlock, spruce, white and red oak, 
bass, etc. The Portland & Oswego railroad will pass in our close 
vicinity. Transportation now by Cumberland & Oxford canal and 
by road. Market, Portland, thirty-five miles distant. Population 
1,100 in 1860. Wood, $1.25 to $3.00 per cord. Labor, $1.00 to 
$2.00 per day, exclusive of board. 

" We offer the highest inducements to capitalists ; and any par- 
ties coming in to improve our water-power will be received with 
the utmost favor, and will meet the most liberal advances." 

Dennysville — Washington County. 
From the Returns of Peter E, Vose, Esq, 

[See also " Dennysville and Eduunds."] 
61VE POWER. 

On ** Wilson's Stream," on which is a shingle mill recently 
erected. This stream has no lake, but takes its rise in springs, so 
that its flow is pot constant ; a shingle mill might run four to five 
months in the year. The stream empties into tide waters close 
by the county road leading to Pembroke, where machinery might 
be conveniently located, to be propelled by say an overshot wheel 
of sixteen feet diameter. The tide flows to the mills on Deunys 
river in this village. 

Dennysville and Edmunds — WAsniNCTON County. 

Digested from the Returns and from a Plan of the Water-Power, 

Furnished by the Selectmen of Dennysville, 
FIVE POWERS. 

All the above are situated on Dennys river, the outlet of the 
great Meddybemps lake. 
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First, "Denny«ville falls/' at the village of Dennysville, near Cobs- 
cook bay. The water is sufficiently deep within half a mile of the 
mills in the village to float lumber-laden vessels of 125 to 150 tons. 
On the dam at the village, which has a hoad of ten feet and a good 
pond,, there are a single saw mill, one gang saw mill, and a lath 
machine attached to each ; also shingle machines for winter saw- 
ing, one grist mill, one bone mill, two pail and chum manufactories. 
These last are carried on by Lincolns & Eastman, while the mills 
are the property of Edmund, Thomas and Elizabeth Lincoln. There 
is water sufficient to operate these mills, &c., three-fourths to 
seven-eighths of the time from the first of April to the first of 
December, day sawing. They will cut from 2,600,000 to 3,000,000 
feet of long lumber per sawing year, and 1,000,000 to 2,000,000 
of laths and shingles. The pail factories are capable of turning 
out 100 doz. pails or 50 doz. churns per week, and the grist mill 
can grind 150 to 200 bushels corn per day. 

Second, one mile above ; a total fall of twenty feet in rods. 

Unimproved. 

Third, one-half a mile above ; a fall ot eight feet in 

Unimproved. 

Fourth, one mile above ; a fall of eight feet. No improvement. 

Fifth, about one mile above ; ten feet fall. Not improved. 

The foregoing powers are owned by the Lincolns aforesaid, as 
also nearly all the banks of the river on both sides for several miles. 
Good roads most of the way to two of them. A gang saw mill 
once started on one <3f the privileges, which was destroyed by fire. 
The total fall of the river from the lake to its mouth, about twenty 
miles, must considerably exceed 150 feet. Several small streams 
empty into the river in its course, upon some of which logs can be 
driven. 

The volume of water iu the river in time of freshets is judged to 
be from two to three tines the ordinary volume. No serious dam- 
age has ever been caused by them. The river, with the water held 
iu the lakes by the dams, can be depended on, excepting in an un- 
usually dry time. The lay of the land is such in connection with 
the powers, that mills and workshops can be conveniently located. 
More than half of the basin must be covered with forests, though 
it has been mostly cut over. But timber enough is left, if fires do 
not destroy it, to supply the mills for many years. The rocks in 
the vicinity are suitable for building purposes, and the soil is gen- 
erally a clayey loam. The population of the town does not mate- 
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riallj increase. If onr water-power could be brought into use, our 
population and wealth would rapidly increase. 

Dennysville and Township No. 14 — Washington County. 
Statement of T, W. AUan, Esq., of DennysuiUe. 

THREE POWERS. 

First, a half mile from the north line of Edmunds, "Stodder 
Rips" on Deunys river. Three-fourths of a mile l%ng ; total fiiU 
judged to be twenty-five feet. Good chance for dam at the head. 
Owned by T. W. Allan and the Lincolns. No improvements. 

Second, three-fourths of a mile above, "Clark's Rips,'' forty rods 
long ; fall six feet. No improvement. Pond in the river two 
miles long ; a dam would make the pond half a mile wide ; green 
timber land, old growth. Owned by T. W. Allan and the Lin- 
colns. 

Third, two and a half miles above Clark's rips, " Bright's Island 
Rips"; fall estimated ten feet. 

Detboft— Somerset County. 
Digested from Selectmen's Betums. 

ONE POWER. 

The " Rips^ on the Sebasticook river ; height of the fall thirty 
to forty feet in one-fourth of a mile. Power estimated equal to 
sawing 8,000,000 or 10,000,000 lumber. Power only partially im- 
proved ; a tannery, two saw mills and a shingle mill upon it. Mills 
work or may work all the year. The stream is fed by the New- 
port pond and the Martin stream from Plymouth. Machinery of 
ordinary construction. Rocks, granite and limestone, suitable for 
building. Total products, $100,000 or $150,000 per annum. The 
iinprovement of the power has resulted in a large increase of the 
wealth of the town. 

Market, Bangor and Portland, by Maine Central Railroad. 

Dexter — Penobscot County. 

Digested from the Statement, and from Elaborate Plans of the Water- 

Power, Furnished by Josiah Crosby, Esq. 
TWENTY-EIGHT POWERS, 

Sixteen of the above are situated upon the outlet stream of Dex- 
ter pond. Height of the falls 142 feet in three- fourths of a mile, 
or 160*5 feet in two miles. These are classed together as " Dexter 
Falls." 



SECKEFIARTS RHPORT. 211 

First, next below the outlet, J. ft O. Abbott's woollen factory ; 
head and fall eighteen feet. 

Second, J. ft Gr. Abbott's saw milt ; head and fall eighteen feet. 

Third, H. 0. Parson's carriage shop, occupied by J. 0. Orant ; 
bead and fall nine feet. 

Fourth, G. W. Curtis ft Co., carpenters' and sash and blind shop ; 
bead and fall nine feet. 

Fifth, Geo. Bailey's carriage shop ; head and fall nine feet. 

Sixth, N. Dusten ft Co.'s machine shop and foundery ; head and 
fall twelve feet. 

Seventh, Pennington ft Tibbetts' furniture factory; head and 
Ml ten feet. 

Eighth, J. ft G. Abbott's grist mill ; head and fall twenty-two 
feet. 

Ninth, Dexter Mills machine shop ; head and fall sixteen feet. 

Tenth, Dexter Mills woollen factory ; head and fall twenty feet. 

Eleventh, Charles Shaw's tannery ; head and fall nine feet. 

Twelfth, Dexter Mills picker house; head and fall eleven feet. 

Thirteenth, Dexter Mills woollen factory ; head and fall sixteen 
feet. 

Fourteenth, Dexter Mills woollen factory ; head and fall seven- 
teen feet. ^ 

Fifteenth, lemon-box factory, occupied by Reuben Flanders. 

Sixteenth, Francis Hill's woollen factory, occupied by 

Campbell. 

As appears in the above statement, all the falls have some ma- 
chinery upon them, but very much might be added. The amount 
of manufactures might be nearly doubled. An excellent site for 9 
cotton or woollen mill in place of the saw mill ; also of the grist 
mill. The stream, or rather the pond, will furnish forty horse- 
powers under an eighteen foot head all the year. The dam. at the 
foot of the pond usually flows it about eight feet in spring. Area of 
the pond not far from three and one-half square miles. No freshets, 
water all kept back. Machinery mostly excellent. The best 
wheels are an overshot, John Tyler, and Reynolds' turbine. 

Seventeenth, on the same stream, just below its junction with 
Spooner's Pond stream, unoccupied ; head and fall six feet. 

Eighteenth, on the same stream, near the south line of the town, 
Libbey's saw and shingle mill ; head and fall ten feet. 

There are a number of privileges upon the Sebasticook main 
stream in the north part of the town. The stream is rapid and 
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rather iDConstaDt. Will give twenty horse-powers five months of 
the year. Never has been a tight dam or good machinery nponii. 
Large quantities of hemlock, hard wood, and cedar on its bordering 
territory. On this stream are five privileges, as follows : 

Nineteenth, Silver's saw mill ; fall ten feet. 

Twentieth, below, unoccupied ; fall eigbt feet. 

Twenty- First, about a mile below ; ten feet fall. 

Twenty-Second, somewhat south of the west line of the town, 
unoccupied ; fall twelve feet. 

Twenty-Third, Charles Jumper's saw and shingle mill; fall ten 
feet. 

Twenty-Fourth, on a branch of the main stream. Silver's shingle 
mill ; fall twenty feet. 

Twenty- Fifth, at the outlet of Spooner's pond, saw mill and 
shingle mill ; fall thirteen feet. 

Twenty-Sixth, a short distance below on the same stream, unoc- 
cupied ; six feet fall. 

Spooner's stream will furnish fifteen horse-powers from five to 
seven months of the year. A good dam at the outlet of the pond. 
The Kenduskeag stream will furnish ten horse-powers four months 
in the year. Two privileges on said stream noticed, as follows: 

Twenty-Seventh, unoccupied ; ten feet fall. 

Twenty- Eighth, on a branch ; twenty feet fall ; formerly a saw 
mill upon it. 

Abundant elatestoue on all the privileges, which is sometimes 
used fur building ; two stories of the largest factory are built of it. 
The improvement of the power has doubled the population and 
trebled the wealth of the town. 

Market, Portl&nd and Boston, by road to Newport, fourteen 
miles, thence by railroad. The Dexter & Newport railroad will 
cover the fourteen miles in July, 1868. 

DioNNE Plantation — Aroostook County. 

Digested from the Assessors^ Returns. 

NINE POWERS. 

Fh't>t, on the Dufour brook, owned by Vitul Dufuiir ; not em- 
ployed ; at low water about two feet square in bulk. Good place 
to build a giiKt and saw mill. This stream originates from springs 
in the high lauds. The fall averages about one in nine. Rocky. 

Secund and Third, on Gagnou brook, owned by Francis Marie 
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OagnoD, about four miles distant from the above, about three feet 
square in bulk, and if the upper part were cleared would be con- 
siderable more. One mill for sawing lumber three miles back, and 
two other mills near St. John river, (one saw and grist and other 
saw mills.) Originates from springs in the high lands; small 
branch coming from tUb northwest joining at lower mill. Sandy 
soil ; much buckwheat raised. 

Fourth, on Rosignol brook, owned by Pontif Rosignol, about 
same size as No. 1 stream, takes its rise from a small lake some 
six miles in the interior. The privilege is not employed, but is an 
admirable chance for a mill. 

Fifth, on Bourgoin brook, owned by Benjamin Bourgignon (or 
Bourgoin); size as No. 1 ; tiot employed ; good facilities for build- 
ing ; stream fed by rivulets. One mile from last mentioned. 

Sixth, on Cyr brook, owned by Thomas Cyr, two miles from last 
mentioned. Small saw mill near river St. John. It runs only in 
high water of spring and fall ; nearly dry in summer ; springs from 
rivulets. 

Seventh, on Oagnon brook, owned by Antoine Oagpion, three- 
fourths of a mile from last named ; runs a grist mill ; power not 
quite as strong as first named ; springs from rivulets. 

Eighth, owned by Elbridge Dunn, situated on third range of 
Dlonne plantation ; takes its source from two small lakes called 
Bourgignon lakes. About a foot square at low water. 

Ninth, owned by Simond Chamberlain, runs a small saw mill, 
and is about same force as last named at low water. 

The above brooks are capable in high water of running consid- 
erable machinery ; but the parties owning the privileges are poor, 
and have means to erect buildings and machinery, merely 
to supply their own wants. The powers work only in sum- 
mer time, spring and fall. On some of these, reservoirs could 
be built cheaply, to supply the mills all winter. No. 6 ground 
12,000 bushels grain last year with one set " burrs.'' No export ; 
all for home coosumption. 

DixnELD — Oxford County. 

THREE POWERS. 

First, Dixfield Village Falls, at the junction of Webb's river and 
the Androscoggin. Height of falls twenty feet in ten rods. A 
saw mill, grist mill, single mill, and woollen factory. Generally 
water enough fur all. Connected with Wold pond. Seven or eight 
square miles in area. 

8 
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Second, at East Dixfield, on a small stream ; fall twenty feet in 
ten rods. Improvements not stated. 

Third, at Dizfield Centre, on a small stream ; fall not giyen. 
Improvements not stated. Granite abundant 

Manu&ctores, considerable at East Dixfield ; quite important it 
Dixfield; their value not stated- * 

Market, Portland, by railroad. 

DixMONT— Penobscot Couimr. 
Digested from Selectmen's Returns. 

THREE POWERS. 

First and Second, two powers at Dizmont Center, called' 
mont Center Falls. 

Third, a power at North Dixmont 

Improvements: three saw mills, one axe factory, two 
mills, ai^d one grist mill. Not stated upon which falls the milk 
located. The saw mills run about four months of the year. The 
grist mill works about nine months. 

Market, Bangor, by road. 

Dover — Piscataquis County. 
Digested from Selectmen's Returns, 

FOUR POWERS. 

First, ** Dover Great Falls," at Dover village, on Piscataquis 
river; fall 23 5 feet in 325 feet. The power at lowest run is ''esti- 
mated equal to two hundred horse-powers, and at small expense may 
be raised to six hundred horse-powers." 

Second, on Piscataquis river, one hundred rods below the bridge 
at Dover village ; height of fall, six feet. 

Third, ** Dover Lower Village Falls," on Piscataquis river, at 
East Dover ; height of dam, eight feet. 

Fourth, "Dover South Mills" on Black stream; dam twelve 
feet. 

T^ler wheel, Scroll wheel and Stevens wheel used. 

All the above powers are improved in part, but at- each fell con- 
siderable power remains unused. Mills operate or may operate all 
the year. Improvements not stated ; incidentally observed or im- 
plied that there are a woollen factory and a grist mill. 
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Great Falls power owned by estate of S. P. Brown ; East Dover 
power by Oren Brown ; Dover South Mills by Frank Titcomb. 

Reservoirs of large capacity upon the river are feasible at small 
expense. Bock, slate ; land level about three of the falls ; oanalling 
possible ; fiEtcilities for building, good. Proprietors will be glad to 
have surveys, and it is jpresumed partly at their own expense. A 
very important part of the property of the village of Dover and 
Foxcroft is due to the improvement of the power. 

Market, Bangor, at present by road ; hope to reach it by railroad 
in two years. 

Dresden — Lincoln County. 
Digested from Selectmen's Rettums. 

SIX POWERS. 

First and Second, on Goud stream ; former thirty feet descent in 
one hundred of distance ; latter ten feet descent in a running dis- 
tance of forty feet. Grist mill and saw mill ; operate about six 
months; Percussion wheel, — formerly an overshot, which gave 
much more power than the present. A large bog, 800 acres in ex- 
tent, could be flowed at little expense. No lakes or ponds. Range 
of water about six feet. Power would cut 100,000 feet of lumber ,^ 
and grind 9,000 bushels of grain. Annual product about $|800. 

Third, Fourth, Fifth and Sixth, on Gardiner stream, averaging 
each about twenty-five feet in a total distance of two miles ; small 
part of the power used. Poor grist mill. There were formerly a 
good grist mill and saw mill; both now greatly dilapidated. The 
power would saw 800,000 to 400,000 of lumber. Stream could work 
six months with the present volume of water. Poorest sort of wheels. 

Stream connected with two ponds ; Gardiner brook 150 acres in 
extent and twenty feet deep ; also a large bog between the lake and 
mill, 800 acres, which might be flowed four or five feet Second 
pond about seventy acres. The streama might be made to carry two 
or three saw mills. 

Stone not good for building. No forest on basin ; stream low in 
summer. Products about $200. 

Market, at home. 
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Durham — Andboscogqin Countt. 
Digested from Selecimen^s Returns. 

THREE POWERS. 

First, on the outlet of a small pond in the western part of the 
town ; grist mill, and saw mill which cuts 40,000 feet yearly ; the 
two worth $1,500. 

Second, in the northeast part of the town ; grist mill and shingle 
mill ; small stream ; mill and privilege worth $700. 

Third, near Soathwest bend ; grist mill, saw mill, shingle and 
clapboard mill ; cuts 40,000 feet boards annually ; worth $1,000. 

Mills work aboat eight months in the year. Large peat bogs in 
the westerly part of the town. 

Market, Lewiston, ten miles, by road. 

Eastbrook — Hakcook Cottktt. 

[See Appendix.] 

ft 

East Livbrmobe — ANDROscoaGiN Countt. 
Digested from Selectmen's Returns. 

[See also " EMt LiTennore and Idvennore."] 
TWO POWERS. 

First, a privilege on the Johnny brook ; a small power ; works 
about half the time. 

Second, a privilege on the Norris brook ; a small power ; works 
about half the time. 

East Livermorb and Livbrmorb — Androscoggin County. 
Digested from the Returns of East Livermore. 

[See also ** Bast Lirormore"; and ** LiTermore.''] 
ONE POWER. 

'^Livermore Falls," on the Androscoggin river; height of the 
falls, twenty-two feet in thirty rods ; upper fall, fourteen feet, then 
eight feet fall in the thirty rods. 

Power. — If the volume of water be assumed to be fifteen per 
cent, less than at Lewiston, the lowest summer run would yield 
79,900 cubic feet per minute, which upon a twenty-two foot fall 
will give a resultant of about 2,420 net horse-powers. This amount 
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oould of coarse be much iDcreased, — ^trebled by the improvement of 
die lakes above, for reservoir purposes. 

Only a very small part of the power is now .or ever has been used. 
There is no dam of any consequence ; the owners contemplate the 
erection of one this season ; the proprietors are, however, disposed 
to sell. There are upon the power at present, one saw mill, one 
grist mill, and some other small establishments ; wheels,' Kendall 
and Tuttle. 

This power would ef course, if employed, be available throughout 
the year, in equal proportion with other powers situate upon the 
Androscoggin. It ^^is regarded by those who have examined it, 
second to none on the river except the Lewiston." 

The power and saw mill are owned by the Booomeka Company; 
the grist mill by R. C. Boothby. « 

Rocks in the vicinity, quartz rock, not suitable for building. Lay 
of the land about the falls, excellent. 

Market, Bath and Portland, by railroad. 

A letter received just before going to press, from Hollis Turner, 
Esq., of Livermore, states ttiat all the improvements made thus &r 
are on the East Livermore side, except that the dam, building this sea- 
ion, extends nearly to the Livermore side ; judges the advantages 
for improvement to be better on the Livermore side, the fall '* being 
greater or susceptible of being made twenty-five or thirty feet, and 
the bottom better." Tears ago a grist mill stood on the Livermore 
side, which did the grinding for both sides. A company from 
Massachusetts some years ago endeavored to purchase the land on 
the same side for the purpose of canalling from the upper fall, but 
fidled on account of disagreement as to price. 

East Machias — Washington County. 
Digested from Selectmen's Returns. 

SIX POWERS. 

All of the above are within t?[0 miles of tide water, four of them 
on the main (East Machias) river, and two on Chace's stream. 

The four privileges on the main river are situate between the 
head of tide and Hadley's lake, a distance of three miles ; total de- 
scent in that distance, forty-seven feet. 

First, ^' Lower Mills," at the head of tide; height of mill pond, 
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9*8 feet above mean high water; three saw mills, with laih millo, 
not much used at present, two grist mills and one planing milL 

Second, ** Upper Mills," two thousand feet bj the oourse of the 
river above the lower; height, 15*8 feet, or 25 6 feet above tide; 
two double saw mills or foor single saws, and two lath mills. Three 
saws are about constantly employed. 

Third, between these two dams, the water is rapid ; a dam migbl 
be thrown across at any point. At present the privilege is ooca- 
pied only by a gang and single saw mill, with grist mill and lath 
mill. 

Fourth, '^ Jacksonville Mills," one and three-fourths miles by the 
river above the upper mills, with a further elevation of about twelve 
feet ; thence to Hadley's lake, about one mile, and a further eleva- 
tion of about ten feet 

Fifth and Sixth, at the outlet of Gkurdiner's lake on Ghace's 
stream, which enters the main river above the Upper &lls. Stream 
is three-fourths of a mile long, and its descent in that distance to 
the main river is thirty feet; two single saws, two lath mills, one 
shingle mill. At the point of confluence the main river is thirty 
feet above tide ; Ghmliner's lake, therefore, is sixty feet above sea 
level. Upon this stream are two single saws, two lath mills, and 
one shiDgle mill. 

No estimate of the power by measurement has ever- been made; 
judged sufficient to saw 50,000,000 of lumber annually. About 
one-fourth of the power is employed, in saw and grist mills. The 
dams are not tight ; there is no economy in the use of water ; the 
machinery, though good, is not the best for economizing power. 

Mills operate from the 15th of March to the 15th of December ; 
might work all the year but for the difficulty of getting stock to the 
mills after the ponds are frozen. 

The lakes and pon'ds connected with the stream, of which there 
are a large number, can be improved for reservoirs at little expense 
and to an indefinite extent. Freshets are harmless ; no damage for 
sixty years. 

The power is owned by individuals and lumbering firms in the 
vicinity. Proprietors will aid in a survey. Granite abundant on 
Hadley's lake. 
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The power is not sufficiently improved to retain the growth of the 
place. Mach wealth has gone to other qnarters. 
Market, all points reached by sea where lumber is wanted. 

Eastok (Fremont's pi. on the map) — Aroostook County. 
Digested from the Selectmen's Returns. 

THREE POWERS. 

Sirst, in the eastern part of the town, on the river Des Chutes. 

Second and Third, in the western part of the town, on the Presque 
Isle river of the St. John. 

Two of the powers are improved, each in a saw mill and shingle 
machine ; the third is not improved. The mills operate about two- 
thirds of the year. The machinery is poor. 

Small ponds. Basin heavily wooded. 

Eastport — Washington Cotinty. 
Selectmen's Retturns, 

ONE POWER. 

No water-power in use in this town. The tide rises and falls 
eignteen feet, and a reservoir ot several acres' extent for power 
purposes might be constructed by a dam across a cove in the vicinity. 

Eaton Grant Plantation — Aroostook County. 
From the Assessors^ Statement, 

FOUR POWERS. 

First, ^'one of the best unoccupied water-powers in the county," 
on the Little Madawaska stream. Said stream is some two hundred 
feet in width ; about forty miles in length. Its last two miles of 
length are in this plantation, and in each mile it falls forty feet. 

Second, Third and Fourth, smaller powers. " We have been 
trying to have a scientific survey made of these streams. If you 
send us the proper papers we will try and have it done, and will 
give you the proprietors' names, &;c." 

Eddinoton — Penobscot County. 
Digested from the Selectmen's Returns, 

FOUR POWERS. 

All are situated on the Davis stream and within a total distance 
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of three-fourths of a mile ; height of the whole fiill forty-five feet in 
the above distance. 

The power is sufficient to saw 2,500,000 long lumber and 5,000,- 
000 shingles. On the first dam, saw mill, shingle mill, clapboard 
machine. On thd second dam, shingle machine, three grist mills, 
and a carding machine. Mills operate all the year except in severe 
drouths. Stream connected with two ponds of about a thousand 
acres area. Roc*k abundant. Basin one-fourth covered with woods. 

Market, Bangor, six miles, by road ; and by water for long lum- 
ber. 

Edbn — Hancock County. 

[See Appendix.] 

Edgbcomb — Lincoln County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

First, on a small branch of the Sheepscot river, about a mile dis- 
tant from Wiscasset village ; a grist mill, which will grind about 
eighty bushels •f grain per day. This is a tide mill and has a 
reservoir or pond of about five acres area. Height of fall, as given 
by proprietor, eight feet ; works only a part of the day. Kendall 
wheel. 

Second, at the southern extremity of a pond in the central part 
of the town; a grist mill and shingle machine. Height of fall, 
eighteen feet. Will grind 300 bushels of grain per day, and, as the 
supply of water is continuous and inexhaustible, it will work with- 
out cessation. Area of said pond is about 200 acres. Blake wheel. 
If said water-power were all improved, it would perform a vast 
amount of work. 

Third, situated below that last named, on the outlet stream of the 
said pond; a grist mill. Height of falls, fifteen feet. Will grind 
about sixty bushels per day. Works about half of the year. Area 
of pond, about twenty acres. Tub wheel. If a modern wheel were 
used, a much greater amount of work would be performed. 

Fourth, on a branch of the Sheepscot river, about four miles from 
the village of Wiscasset, upon which there were formerly located a 
saw mill, a grist mill, a clothing mill and a carding mill, which are 
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now in ruins. Height of fall, fifteen feet. A reservoir might be 
formed which would cover an area of 500 acres, and receive all the 
water from Second and Third mills. If said water-power were im- 
proved, it would be one of the most valuable in Lincoln county. 

Edinburg — Penobscot County. 

[See Appendix.] 

Edmunds — Washington Couuty. 

From the Returns of Peter E. Vose and T. W. Allan, Esqs.^ 
of DennysviUcj and of the Selectmen of Edmunds. 

[See also ** DenDjaTille and Edmbndfl."] 
NINE POWERS. . 

Firdt, on Gathance stream, the '^Mill Seat," one mile from the 
mills at Dennysville ; ten feet head ; not improved ; owned by T. 
W. Allan and the Lincolns. Rock bottom and sides to the stream ; 
good chance to locate mills. 

Second, Third, Fourth and Fifth, "The Flume," within three 
miles of the Mill Seat, fall averaging from six to fifteen feet each. 
No improvements ; good chance to improve. 

Sixth, *'Great Works," four miles from Dennysville by the river ; 
a gang saw mill, recently erected, owned by Hobart, Yose and 
others. The head and fall here are about eleven feet, and the pond 
has an area of at least 1,000 acres. This mill^ taking inlo consid- 
eration the amount of water, head and speed, ought to cut 2,500,- 
000 to 8,000,000 feet of long lumber per sawing year. There is 
also a lath and shingle machine connected with the same. This is 
a good power, — is owned in Dennysville. The lumber is hauled to 
and shipped from Dennysville, vessels of 100 tons taking it at the 
wharves. 

The Cathance in most of its course is a rapid stream. It is, 
however, comparatively constant, being fed by the Gathance lake, a 
sheet of water six or seven square miles in extent, a large body of 
which' is held in reserve by an outlet dam, which commands sii; feet 
head. 

Fourth, a saw mill and a lath machine, in the same building. 
The stream is called Bell's Meadow brook, and has its outlet into 
Bell's Mill pond in Trescott * 
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Fifth : there is another stream called Burnt Cove stream, anim- 
proved ; a privilege of some capacity for a part of the year. 

Sixth and Seventh, on George Little Falls stream ; both good 
privileges. One, called the ''Rock," one mile from tide water at 
Gobscook bay, with a dam of about forty feet in length and eight 
feet in height, would carry a number of machines for manufacturing 
purposes. The other privilege, called the '^ Falls," is of about the 
same capacity as the '*Rock." 

Eighth and Ninth, of somewhat less capacity, but if located in 
some parts would be improved to profit. The above privileges ale 
owned by Isaac and Benjamin Hobart 

Elliot— York County. 
Statemeni of the Selectmen. 
There is no water-power in the town of Elliot, large or small. 

Ellsworth — Hancock County. 

« 

Digested from the Statement of Eugene Hale, Esq., and from 
the Returns of the Board of Selectmen. 

THIRTY-NINF POWERS. 

First to Fifth, inclusive, on Card's stream, upon which there 
have been two saw mills, one shingle mill, one grist mill, and a 
carding {nachine. These have not been in operation for several 
years. 

Sixth to Tenth, inclusive, on Beach Hill Pond stream ; one only 
improved; a dam and shingle mill. 

Eleventh to Sixteenth, inclusive, on Reed's Pond stream ; two 
dams and mills; the others unoccupied. Height of the fall, sixty 
feet in half a mile. 

Seventeenth to Twenty-Eighth, inclusive, on Branch Pond 
stream ; fall ninety feet in three miles. 

Twenty-Ninth to Thirty-Ninth, inclusive, "Ellsworth Falls," 

the principal* power in town, situated on the Union river, at Ells- 

/ worth village and above, the total fall being eight-five feet in about 

two miles, or "one hundred feet in two and a quarter miles." 
Above this point the river is level for a long distance, the upper 
dam flowing the current back about ten miles and slackening it 
twelve or fifteen miles. 
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No estimate of the power baa been made by measurement The 
mer is from ten to fifteen rods in width ; the carrent in summer at 
kw water, provided there were no dams, would be about four miles 
per hour, and when the river is full, about eight miles. The power 
€an be trebled by the use of the lakes above for storage of water. 

There are thirty-three ponds, oontaiflng from 100 to 4,000 acres 
each, eighteen of which will exceed ^00 acres each, and twelve will 
ezeeed 1,000 acres each. There are also many smaller ponds. 
Most of the lakes and ponds have dams at their outlets for the sole 
purpose of driving logs in the spring, and these lessen the spring 
freshets materially. 

Freshets have never caused but trifling damage upon this river, 
and none for the past twenty-five years worth mentioning. The 
range from low to high water may be perhaps six feet, where the 
river is narrow. The water now being employed wastefttlly4K>me- 
times runs low in severe drouths. As above stated, at slight expense 
a copious supply for the whole ye^ could be secured, and for much 
larger use than is now made of the power. • 

The mills work about seven months in the year ; lie still in the 
winter and early spring. They mi^t be worked all the year, so 
fiu- as regards supply of water. 

The machinery has not been applied with any view to economizing 
power; the wheels, etc., are entirely ordinary. 

Bocks in the vicinity, talcose slate, suitable for building. Lay 
of the land about the falls for almost the entire two and a quarter 
miles on the main river is favorable for the location of mills, work- 
shops, boarding-houses, etc. Excellent opportunities offer for canal- 
ling and dividing the waters of the river. At* one point, rather 
more than a mile from tide waters, a canal can be run for over half 
a mile, with a fall of thirty-two feet, and in no way interfering with 
the privileges above. 

The proprietors will aid in a thorough survey. [The selectoien 
report an indisposition to aid in a survey.] 

The power is employed almost exclusively in the manufacture of 
lumber. The mills have been running fifty years ; have largely 
increased in numbers in the last twenty years, during which time 
the population of the town has increased from 2,000 to 5,000, and 
its valuation in corresponding ratio. 
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Average annual prodaction, 85,000,000 feet of long lumberi 
200,000 sugar-box ahooks, 2,000,000 laths, 5,000,000 shingles, 
200,000 clapboards, and a large quantity of smaller stuff. Yalae 
of annual production estimated from $700,000 to $950,000. 

Accessibility, — The falls are situated- upon tide waters and can 

be approached by vessels dliawing feet of water. The river 

below the fall is frozen about tour months of the year. 

Market, New York, Boston, Portland, and Cuba ; all reached 
by sea. 

Embden — Somerset County. 

Digested from Returns of Selectmen^ and of Wm. Atkinson^ 

Esq. 

[See abo " Embden and Solon.*^ 
FITE POWERS, OR MORE. 

Fir«t, at the foot of Embden pond, which contains 1,590 acres. 
Two saw mills, shingle machine, threshing machine, and turning- 
lathe, owned by Henry Pierce. 

Second, eighty rois below the above, a valuable power owned by 
Mr. Morse, who is now erecting a saw and grist mill and other ma- 
chinery upon it. Lay of the land excellent upon both privileges. 
Freshets have no effect. Very small part of the power used. 

Third, abundant and quite valuable power, upon the Seven Mile 
brook. 

Fourth, Fifth, etc ; there are several other powers in the town, 
sufficient to drive a considerable amount of small machinery nearly 
all the year. 

*' The four towns of Embden, Solon, Anson and New Portland, 
possess power sufficient to propel more machinery than is now oper- 
ated in Lowell and Lawrence combined. We have all the natural 
advantages here for a great manufacturing community, climate, soil, 
labor, agricultural productions, and water-power. All that is wanted 
is the completion of the railroad now contemplated, and capital." 

Embden and Solon — Somerset County. 

Digested from the Returns of Joseph P, Buswell, m^illwrightj 

of Solofi ; Endorsed by the Selectmen. 

[See also "Embden"; and ** Solon.'*] 
ONE POWER. 

The '' Garatunk Falls," on the Kennebec river, one mile distant 



8I0RBrART*B REPORT. 125 

firom the bridge icroas Fall brook in Solon village. Fall stated by 
Bfr. Buswell to be about twenty feet perpendicular, at the head of 
which a dam ten feet high can be made, giving about thirty feet 
head and iall, or equal to the head and &11 at Lowell. 

Bfr. Buswell judges the volume of water to b| about half the vol- 
ume of the Merrimacat Lowell, he having been employed upon the 
power there for fourteen years, and being therefore well acquainted 
with it His judgment is probably nearly correct as respects the 
mean run for the year, but is probably an overestimate for the low 
mn. The low run at Lowell in the summer is about 216,000 cubic 
feet per minute. Half of this, or 108,000 cubic feet per minute, is 
thirty-eight per cent less than the mean summer run at Augusta. 
If the estimate for '* Waterville and Winslow" as to the volume 
of water at low run is reliable, as it probably is, the run at Water- 
ville above the confluence of t&e Sebasticook, is thirty-three per 
cent less than at Augusta. Hence, low run at Caratunk falls may 
be inferred to be not over fifty per cent of that at Augustay or 
87,750 cubic feet per minute. This, it will be understood, is the 
estimate for the low run as it now is, the lakes above being unim- 
proved for reservoirs, and is therefore susceptible of being trebled 
by the use of the lakes for reservoirs. The power due to 87,750 
cubic feet on a thirty fopt &11 is 4,980 horse-powers gross measure- 
ment. 

The fiicilities for canalling by the falls and along the river bank 
a distance of three-quarters of a mile, are very good. Nature ap- 
parently has done the grading completely ; no engineer could form 
the ground better. The pan^ of land, 160 acres or more, within 
the bounds of the county road on the east, the Falls road on the 
north, the river on the west, and Fall brook on the south, about one 
mile north and south by one-fourth mile in breadth, is equally well 
graded for the erection of buildings sufficient to accommodate the 
population necessary to work all the mills that the whole power of 
the Kennebec may drive. If more room is wanted, a level plain 
extends about two miles north and south by half a mile wide, east of 
the county road, affording ample space for a good-sized city. 

The northerly two-thirds of the 160 acres, lying between the 
county road and the river, is owned by three or four individuals, who 
reside on the road and ^hose lots extend west to the river. The 
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westerly half of this plain along the river's bank is covered with 
young wood and no doubt may be purchased at a fair value. 

Goolidge and Bodwell own some half a dozen acres abreast of the 
falls, including the water-power. B. F. Bowell of South SoloOi 
owns the power on t^e west side of the river, in the town of Emb- 
den. 

There is plenty of stone suitable for mortar walls, and an exceU 
lent granite quarry on the river bank fifteen miles above, with good 
facilities for boating down the river, ^nck clay and sand are 
abundant in almost every direction within a mile or a mile and a half 
of the £biIIs. 

Enpibld — Pbnobscot Oouhty. 
Digested from Sekcimen^s Statemeut 

[Sm abo <* Enfleld und Howlaad."] 
FOUR POWERS. 

These are all located upon the outlet of Cold Stream pond ; said 
pond has an area of eight or nine square miles. The entire series 
of privileges is called *' Treat's Mills." The height of the falls is 
about fifty feet in eighty rods. There have been four dams upon 
the falls within the distance above named. There are now, saw 
mills, a shingle mill, and a grist mill upon the privilege. Ma- 
chinery inferior; old style ** ladle-board" wheel. Power owned by 
J. & E. H. Treat. Capacity of the pond can be increased by the 
erection of dams. Freshets have no effect. 

Rocks, granite in part, good for building. Lay of the land ex- 
cellent. Proprietors will aid in a survjsy. One-half the basin of 
the stream covered with forests ; lumber was formerly manufactured 
here ; less now. Improvement of the power has been of more benefit 
to operators than to the inhabitants of the town. 

Market, Bangor, by road and rivers. 

• 

Enfield and Howland — Penobscot County. 
Digested from the Statemcfit of the Boards of Selectmen. 

[Soe also " Enfield"; and «* Howland."] 
ONE POWER. 

** Piscataquis Falls," on Penobscot river. Height of fall, 100 feet 
in two miles, according to the returns from Howland. The returns 
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firom Enfield, having reference probably to only the more precipi- 
tous portion of the whole descent, give the height at twenty feet; 
80 that both statements are not improbably correct in the sense in- 
tended. Perhaps only the twenty feet or thereabout would be avail- 
able for power purposes, except at large expense. The power is 
that due to the entire volume of the Penobscot river at this point, 
which if 80 much as twenty feet of fall be available, is some thou- 
sands of horse-powers. 
No part of the power is improved. 

Etna — Penobscot County. 

[Sea Appendix.] 

Exeter — Penobscot County. 
Digested from Selectmen's Returns. 

TEN POWERS. f 

First, on Kenduskeag stream, a shingle-mill and grist-mill^ fall 
about ten feet, and capable of manufacturing about 500,000 shingles 
per year ; the grist-mill has two runs of stones and a com-and-cob 
cracker ; will run about eight months in the year ; net annual pro- 
ductions about $500. 

Second, on the same stream, a circular-saw mill, fall about twelve 
feet, capable of cutting about 500,000 of lumber a year; annual 
production is about $600. This mill does not do what it is capable 
of doing for want of lumber. 

Third, on the same stream a circular saw-mill and a shingle- 
machine. Saw-mill capable of cutting 600,000 per year; shingle- 
machine about 300.000; fall about eleven feet; annual production 
of laths about $1,000. This mill does not do what it ought to on 
account of a want of energy on the part of the owner. 

Fourth, a shingle-mill on the same stream, fall about ten feet ; 
capable of manufacturing about 800,000 per year ; production about 
$800 per year. 

Fifth, on the same stream, an up-and-down saw, a shingle-ma- 
chine, and two runs of stones for grinding grain ; fall about twelve 
feet; saw-mill is capable of cutting about 800,000; shingle mill 
about 800,000 ; annual income about $1,500. This mill does nearly 
what it is capable of doing. 

Sixth, on the same stream is a water-power for shingle mill, 
about nine foot fall ; now being taken up for a shingle mill. 
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Seventh, on the same stream, a grist mill, machine shop, carriage 
shop and tan yard ; h\\ aboat eleven feet. Annual productioii 
about $1,000. 

Eighth, on the same stream a privilege not now in use, formerly 
a shingle mill ; fall about twelve feet ; of suitable capacity to mann- 
future more than either the other privileges by about one-fourth. 

Ninth, a small shingle mill and grist mill upon the " Andrew's 
Brook," so called; £bi11 about nine feet; capable of manu&ctariDg 
about 200,000 shingles and grinding about four months in the year. 
Products about $850 per year. 

Tenth, on the ^^Atkins' Brook," a privilege of about the same 
capacity as No. 9, above. 

Fairpibld — Somerset County. 
Digested from Selectmen's Returns. 

FITE POWERflU 

First, at '* Kendall's Mills," a dam across the Kennebec river 
gives a &11 of twenty-two feet in three-fourths of a mile ; velocity 
of the current about five miles per hour ; power is estimated suffi- 
cient to carry thirty saw mills ; about half of the power is now 
used ; works all the year ; is owned by the Kendall's Mills Water- 
Power Company, C. H. Foss, Secretary. The value of yearly pro- 
ducts is estimated at $250,000. The principal market is Portland, 
Boston and New York. 

Second, at ^' Somerset Mills," a dam across the Kennebec river 
produces a fall of about twelve feet ; on this dam are located seven 
saw mills and other machinery ; not more than one-fourth the power 
is now used ; works all the year ; is owned by Silas Bates and E. 
& E. J. & G. W. Lawrence. Estimated value of yearly products 
is $75,000. If the low run volume of water be assumed to be 
thirty-five per cent, less than at Augusta, or 114,075 cubic feet per 
minute, the power of the two falls, thirty-four feet, is about 7,300 
horse power gross; that at Augusta being 5,000 horse power. 

Third, on Martin stream, about one hundred rods from the Ken- 
nebec river and Somerset R. R. ; fall fifteen feet in about ten rods; 
sufficient power to carry four saw mills the most of the year ; unim- 
proved. 

Fourth, on the same stream at BlacknelFs Mills, so called, North 
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Fairfield, a saw mill, grist mill, and other machinery ; worka nearly 
all the year; located on the centre road leading to Skowhegan. 

Fifth, about four miles up the stream from this point, located on 
the road leading to Korridgewock ; &,\\ about twelve feet in ten 
rods ; of sufficient power to carry four saw mills the greater part of 
the year ; saw mill, a tannery and other machinery. The water on 
this stream might be very much increased by removing obstructions 
at the head of the stream. The principal timber in the vicinity 
of the stream is hardwoodf, hemlock and cedar. A very good granite 
quarry within a mile of the stream. The water powers are located 
in the best farming section of the town, the soil being of a clay loam. 

Falmouth — Cumberland County. 

Digested from Materials Furnished by Hon. F. O. /. Smithy 

and by the Selectmen, 

FOUR POWERS. 

First, ^'Presumpscot Falls," on the Presumpscot river, two and 
a quarter miles by the course of the river from Casco bay, being the 
lowest water-power upon the river. This privilege is owned by a 
corporation known as the Presumpscot Land* and Water-Power 
Company. The corporation propose erecting a dam at the falls, 
900 feet in length and twenty-two feet above mean low tide, and> 
conducting the water from the pond thus formed, by canal, to a 
point in the ^' lower harbor" of Portland, where eleven feet of water 
are found at mean low tide. The flats from the adjacent shore out 
to this point will be filled in, and extensive accommodations for 
mills and factories be thus formed, where ships can discharge 
into and receive cargo directly from the buildings. The amount of 
&11 for power purposes will vary from thirteen to twenty-two feet, 
according to the stage of the tide. 

The canal is already considerably advanced toward completion, 
being one hundred feet wide at its base and narrowest points, and 
one hundred and thirty broad at its surface, and ten feet deep in 
the shallowest parts. 

A hydraulic dock is contemplated, into which vessels with or 
without cargoes can be lifted by means of a lock 350 by 60 feet, 
and the dock being discharged at low tide, if so required, the vessels 
be left high and dry upon a cradle or outspread bed timbers. The 

9 
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dock will contain twenty-five acres. Other basins and reservoirs 
above this will be formed by the canal embankment, with an aggre- 
gate area of fifty acres. 

The Grand Trunk railway runs by the side of this property. The 
main improvements will be within aboat a mile of the Victoria 
wharves in Portland harbor. 

The water-power being that of the whole Presumpscot river, wiD 
be to a remarkable extent characterized by equability, exemptioo 
from freshets and periods of low water. 

Material for the best of bricks is aflforded by the entire body of 
soil in the vicinity ; granite (gneiss) is abundant and accessible, and 
building materials of all sorts can be dropped from the railway upon 
the premises of the corporation. 

The corporation intend to build only a saw mill and several ice- 
houses, and for the present to supply privileges by sale or rent, and 
to leave to individual capitalists and corporations the work of erect- 
ing the required superstructures. 

The above statement is condensed firom the printed report of the 
company, which ma;|^ be had upon application to the Hon. Franeis 
0. J. Smith of Portland, a member of the corporation. The report 
sets forth the singular advantages of the privilege with great per- 
spicuity and force. This corporation, or rather the member referred 
to, holds a charter, granted March 15, 1886, by the Legislature of 
Maine, authorizing the construction of a canal from the Androscog- 
gin river at Bethel to Songo pond, the head waters of the Presump- 
scot river, which canal should command the delivery of the Pleasant 
river, a branch of the Androscoggin, for its feeding. The charter 
further authorizes the building of a dam across the Androscoggin at 
any point in Bethel, which shall not raise the surface thereof at any 
point over four feet, and which shall not direct the water of the 
river (Androscoggin) into the canal aforesaid. The construction of 
the canal would therefore not afiect the manufacturing capacity of 
either the Androscoggin or the Presumpscot, except to the amount of 
substracting the delivery of the Pleasant river from the one and ad- 
ding it to the other. This would be the case at least except perhaps in 
times of great freshets upon the Androscoggin. The canal would 
be from four to five miles long, and could be '^constructed with in- 
significant cost.'' 
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Second, the " Lower Falls, " on the Piscataqua river ; a good 
dam, a grist mill, and spoke-and-hnb manafactory ; the fall is fifteen 
fiset in the distance of sixtj feet No estimate of the power has 
ever been made by measurement. The owners of the mills say that 
they can work their machinery all the year round. Wheel, centre- 
Tent. The stream is connected with Goose pond, and is fed by liv- 
ing springs. The freshets on this stream are quite heavy but never 
cause any damage to the mills. The lay of the land for mills, &c., 
is good. Yearly products of the spoke-and-hub manufactory is 
about $4,000. 

Third, '' Piscataqua Upper Falls," about one-fourth of a mile 
above the lower falls ; (all, fourteen feet ; a saw mill that cuts about 
250,000 lumber per year, with water enough to saw double that 
amount, and half the year water enough to run double the machinery 
that they now have. Wheel, spiral-vent. 

Fourth, a tide mill. No specifications. 

Farmingdalb — Ebnnebbo Oountt. 
Statement of Selectmen. 
There is no water-power in this town. 

Farmington — Franklin County. 
Digested from Selectmen's Returns. 

[Sm alto ** Ghattwrillo and ntfrniDgton.*^ 
THREE POWERS, ETC. 

First, on the Temple stream, so called, which unites with Sandy 
river near the centre village, upon which are a saw mill and grist 
mill ; the former runs fall and spring, and the latter all the year 
round, or nearly so. 

Second, situated en the Temple stream, about three miles above 
Walton's mills; a saw mill upon it. 

Third, on the Fairbanks mill stream, so called, with a grist mill 
and saw mill upon it. The mills at this point usually lie idle a 
portion of the year for want oF water. 

Abundant and excellent rock, for building purposes, and an im- 
mense quarry of granite in the immediate vicinity of Farmington 
Falls. 

Other small powers of no present importance. 
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Fayettb — Kbnnebeo County. 
Digested from Selectmeh's Returns. 

FIVE POWERS. 

First, '' Fayette Mills," owned by B. B Dann, fourteen feet ML 
in a run of twelve feet ; is about one-half improved bj scytbe-shopBi 
running ten trip hammers, with required machinery to finish scy theB. 
Mills work all the year ; the machinery is not of the best constroo- 
tion for economizing power. The stream is connected with and ftd 
by nine large ponds. The rocks about the fall are of a slaty char- 
acter and are good for building purposes. The lay of the land is 
good for the location of mills and workshops. 

Second, in the west part of the town, fourteen feet fall, sufficient 
power to drive three up-and-down saws, two turning lathes, one 
planer and one moulding machine. Mills operate all the year. The 
stream is connected with three ponds of considerable size; the land 
around the falls is adapted to improvement 

Third, in the northerly part of the town, eleven feet fall, sufficient 
power to carry two up-and-down saws ; is improved by one up-and- 
down saw, two circular saws, and one shingle saw; works nine 
months in the year ; water supplied from one pond. 

Fourth, situated in the southerly part of the town, twenty feet 
fall, would carry three up-and-down saws and one shingle saw ; 
works six months in the year ; the water is supplied by the Berry 
Pond, so called, which might be cheaply dammed so as to supply 
sufficient water to carry the mills the year round. 

Fifth, fifty rods below, fifteen feet fall which is not improved. 

Fort Fairfield — Aroostook County. 
Digested fnom Selectmen's Returns. 

TWO POWERS. 

First, **Randairs Mills," on Fitzherbert stream; a grist mill, 
which turns out 15.000 bushels of grain annually; a saw mill, 
clapboard machine and shingle machine, on the same power, are in 
operation about half the year, intermitting in the drouth of summer 
and the dead of winter. 

Second, '* Barnes' Mills," on Lovely brook; a grist mill, carding 
machine and clothing mill operate about three months of the year, 
and turn out a large quantity of work. There being no woollen 
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fikctories in the county, wool from a large circait is carded and the 
cloth dresased at these mills, the machinery being in operation night 
and day from early spring to late autamn. The grist mills, saw 
mills, shingre and clapboard machines are always overstocked with 
work. 

Market, '* Boston, Mass., or St. John, N. B., for the practical 
reason that the province of N. B. affords us an outlet to the 'outer 
world' by both rail and water, both of which are denied us in our 
own State." 

No lake connections except by Fitzherbert stream only, and those 
not important. Freshets, at least ten times the ordinary volume of 
water ; never have caused any serious damage. 

Fort Kent — Aroostook County. 

[See Appendix.] 

Foxcroft— Piscataquis County. 

[See Appendix.] 

Frankfort — Waldo County. 

[See Appendix.] 

Franklin — Hancock County. 

Digested from the Statement of R. F, Gerrishy Esq,, Agent of 

the P. L. M, 4* W. P. Co. • 

FIVE POWERS. 

First, '^Downel Pond Privilege," sixteen feet head. Said pond 
contains several hundred acres and has various contiguous supplies. 

Second, ^*Alderbrook Privilege," about fourteen feet head; 
stream supplied by Downel Pond aad the drainage of the stream. 

Third, "Hog- Bay Privilege," supplied by Downel Pond and 
Alderbrook stream. 

Fourth, Fifth, etc., •* Taunton Privilege," **Egypt," **Scam- 
mon," and several other minor powers in the vicinity of these. 

The first three powers operate all the year, or the first two all, 
and nog-Bay nearly all. The others operate from one*half to two- 
thirds of the year. 

The larger powers are capable of manufacturing many millions of 
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lumber yearly. There are dams, mills, etc., on eacfaf of the first 
three where long lumber, etc., is manafactared extensivelj annually. 
The others manufacture laths, shingles, clapboards, sCkyes, headings, 
pickets, etc. 

Wheels mostly in use are an old style of iron wheel, thai uses 
water without stint At Hog Bay some more modem machinery 
has recently been put in. 

The Downel Pond and Alderbrook privileges, land and mills are 
owned by the '* Franklin, Land, Mills and Water-Power Com- 
pany"; the Hog Bay mills, by Messrs. West & Macomber; 
'* Egypt,'' by Wm. Salisbury; Taunton, by various parties; Seam- 
mon, by Hoyle, Gladding & Go. ; others variously. 

The capacity of the lakes and ponds can be very extensively in- 
creased, and artificial reservoirs of great capacity formed, and the 
supply of water made adequate to any demand. The streams are 
constant ; freshets are never destructive. 

Rock, hard blue slate, boulders, and a large amount of superior 
granite, close at hand. 

Lay of the land good, almost without exception ; at '' Downel" 
and ^* Alderbrook" ample and eminently convenient. 

Vast quantities of hardwood, spruce, pine and hemlock, sufEcient 
to stock the mills for many years ; ship timber abundant ; the growth 
is more than equivalent to present demand. 

The improvement of the power has gradually and permanently 
increased population, and has added to the wealth of the place. 
Sixteen new dwellings erected this past year, 1867. 

Annual productions for the past four years, about ten millions of 
lumber yearly ; double could be done annually. Markets, mainly 
Boston and New York ; occasionally Philadelphia, and yie coast, by 
sea. 

The Franklin, Land, Mills, and Water Co., have one of the 
most liberal, (and 'tis perpetual,) charters from the Legislature of 
our State ; a present capital of thirty-two thousand dollars, with the 
right to extend it to fifty thousand dollars. Its lakes, streams, and 
water-powers, are so completely within its own territory that any 
flowage now required, or that would be, are entirely within our own 
control ; tribute for water privileges being paid only to us. We are 
near the head of tide-water on '* Frenchman's Bay" where vessels 
of 500 tons and upwards can come near to our shores. A few years 
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since a ship of 1,200 tons was bailt and launched here. Vessels 
are built here annually; ship timber, of superior quality, abounds 
here and in the vicinity. In fine but fe^ places, comparatively, 
othr superior inducements to capitalists who wish to invest in these 
interests, to Franklin, and especially the lands, some twelve thou- 
sand acres of which belong to said company. 

Franklin Plantation — Oxford County. 
Statement of the Assessors. 

FITE POWERS. 

All the above are situated upon Spear's stream, a tributary to the 
Androscoggin river. Said stream furnishes sufficient water for saw- 
ing about half of the year. 

First, fall eleven feet, shingle machine. 

Second, fall sixteen feet, saw mill. 

Third, fall twenty feet, unoccupied. 

Fourth, fall fourteen feet, unoccupied. 

Fifth, fall twenty feet, unoccupied. 

Freedom — Waldo County. 
Digested Mainly from the Report of A. J, Billings^ Esq. 

' FIVE POWERS. 

These are situated upon a stream issuing from a pond that at high 
water covers about a square mile, and at low about one-third of that 
area. Total fall, seventy feet. Sufficient water to use 100 square 
inches under ten feet head, during ten hours in each day, through 
the dry season. 

First, twenty- two feet head ; a flour mill upon it 

Second, fourteen feet head ; a corn mill upon it. About 14,000 
bushels of grain manufactured in the two grist mills jointly, yearly. 

Third, twelve feet head ; a saw mill, shingle mill, etc. Produc- 
tion, $700. 

Fourth, thirteen feet head ; carding machine, machinery for man- 
u&cturing cloth. Production, $1,100. 

Fifth, nine feet head; tannery. Production, $1,000. 

Freshets harmless. Stream very constant. Area of the pond 
could not be increased. Machinery excellent ; the Boston wheel 
and close wheel. 
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Frbkbcak— Frankldt County. 
Digested from Sebdmen^s Returns. 

THREi:: POWERS. 

First, * 'Oliver Falls," in the north part of the town, on a "branch 
of Seven Mile brook. 

Second, *' Starbird Falls," on a branch of Sandy river. 

Third, ^'Crosbj Falls," in the centre of the town, on a branch of 
Sandy river. 

Improved in mills for sawing lumber, threshing grain and clover 
seed. Turbine wheels. No lakes or ponds. Bocks not suitable 
for building purposes. 

Market, Farmington, bj road. 

Frbbport — Cumberland County. 
From Selectmen's Returns, 

TWO POWERS. 

First, at the head of tide waters on Narrasekett river ; fall, forty 
feet ; stone dam. This power has been sufficient to run a grist mill 
with three runs of stones, and a saw mill with other machinery at- 
tached. The above mills have been destroyed by fire ; privilege {or 
sale. 

Second, on the eastern branch of Royal's river ; grist mill and 
saw mill ; water sufficient to run a part of the year. 

Friendship — Knox County. 
Digested from Selectmen's Returns. 

SIX POWERS. 

First and Second, on Goose river and Goose pond ; fall, twenty 
feet. 

Third, on Beckett's brook ; fall, twenty-five feet in thirty rods. 

Fourth, Fifth and Sixth, tide privileges ; one with a good stone 
dam. 

One privilege only is improved, in one saw mill and stave mill. 
The fresh-water powers operate ten months of the year ; salt-water, 
twelve hours per day the year through. The streams are connected 
with two small ponds. Artificial reservoirs are feasible. Good 
stone for building. 

Market, ThomastoU; by road. 
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Frteburg — Oxford County. 

[See Appendix.] 

Gardiner — Kennebec County. 

ENgesiedfrom the Returns of R, H, Gardiner ^ Esq,, and from 

Articles in the Kennebec JournaL 

BIGHT POWERS. 

All of these are sitoated in the city of Gardiner on the Cobbossee- 
Onitee river within one mile of the mouth thereof, and taken to- 
pitli0r are called the Cobbossee-Contee Falls. The total height of 
fBkb &I]a is one hundred and twenty-seven feet above high tide ; and 
hundred and thirty-three feet above low tide in the Kennebec 



The power of the whole fall, estimated by a skillful hydraulic 
flD^ecr, during the year ending July, 1866, being the year of the 
I^Mtest drouth ever known in New England, and during Qctober, 
the driest month of that year, is 1,200 horse. 

All of the mills work throughout the greater portion of the year 
by day and by night. Upon the dams where all the power is used, 
a portion of the machinery is sometimes obliged to lie idle for two 
Or three months. In such a year as the present, 1867, everything 
k ranning. 

About half of the power is employed. 

The machinery is not of the best constfuction for economiiing 
pimrar. The Blake wheels are mostly used. 

Six of the eight privileges, upon all of which are strong well-built 
dams, are owned by the heirs of the late Hon. R H. Gardiner ; 
k owned by F. G. Richards, and one by S. D. Warren, of Bos- 
ten. Mass. 

The stream is connected with eighteen ponds. The largest of 
which has a surface of fourteen square miles of deep water, and the 
whole from twenty-five to thirty square miles. The capacity of the 
MmSb can be increased greatly by the erection of dams, and at slight 
expense, and likewise by lowering the channels at the outlet. Three 
of the ponds have dams already built at their outlets. Artificial 
raeervoirs are entirely feasible at moderate cost, and would vastly 
increase the power. The Cobbossee-Contee, and its tributaries, drain 
two hundred and fifty square miles. 
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Owing to the extent of its reseryoirs the stream is yery safe firom 
freshets ; the total range of water on the crest of unoccupied dams 
seldom exceeds two feet 

Stone and other building material abundant Lay of the land 
about the falls excellent for the location of building^. Sufficiency 
of land connected with each dam for all required building pur- 
poses. 

Six of the eight dams, including land and priyileges, are for sale ; 
or a large amount of power to rent Proprietors would aasial in 
surveys required for the development of the power. 

First power, reckoning from the foot of the falls ; dam one foot. 
head 18'£8 feet. Eleven establishments, engaged chiefly in the 
manufacture of lumber as follows : 

Saw mill, N. 0. Mitchell, forty hands; annual product four to 
' five million feet of lumber, $175,000. 

Saw mill, Arthur Berry, forty men ; annual product $150,000 ; 
in long' lumber, shingles and clapboards. 

Sash, blind and door factory, Joe. L. Mitchell & Co., ^ix hands. 
, Saw mill, Daniel Grey, sixteen hands ; product two millions lum- 
ber long and short, $80,000. 

Sash and blind factory, P. S. Robinson, six hands ; one million 
clapboards and $2,000 of sash and blinds. 

Cabinet shop, Jas. Nash, $8,000 ; also Cabinet shop, Morgan ft 
Wadsworth, $10,000. 

Gardiner Plaster Mill, $7,000. 

Lumber manufacture, H. W. Jewett, thirty-five hands, $70,000 ; 
also in same business. Hooker, Libby & Co., $60,000. 

Gardiner Flour Mill, manufacturing forty thousand bushels of 
wheat yearly. In the same building, Bartlett, Dennis & Co., a 
grist mill, sixty thousand bushels a year. Power all occupied. 

Second power, dam two feet, head 11*01 feet Power about half 
employed, as follows : 

Machine shop, foundry, etc., P. C. Holmes & Co., twenty-eight 
hands, annual product $45,000. 

" Blake" water-wheel manufactory, Atwood & Howland $8,000. 

Third power, dam three feet, head 19*01 feet. About halC occu- 
pied, as follows : 

J. E. Ladd ft Co., Millwrights; fancy goods manufactory, Chas. 
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Swift, $10,000; mill work, H. Scriber, Jr., $8,000 iron work*; E. 
Drake, $10,000 wood work. 

Woolen Factory, I. N. Tacker, six sets of cards, forty bands ; 
four hundred and fifty yards per day ; $120,000 yearly product. 

Washing machine factory, R. W. George, $5,000. 

Broom factory, Moore & McCansland ; Broom handles, Augustus 
liOrd; mill work, Joseph Perry, eight hands, $24,000. 

Saw mill, Joshua Gray, twenty-five hands, total product, $60,- 
000, long lumber and short 

" People's Grist mill," 7,000 barrels flour, $100,000. 

Fourth power, dam four feet, head 16 18 feet, half occupied, as 
follows : 

Two small saw mills. Lincoln Perry and R. T. Hayes & Go. 

Carriage spring factory, Wentworth & Butler, six hands, $15,000. 

Axe factory, Elbridge Berry, $7,500. 

Forge, owned by P. C. Holmes & Co. 

Fifth power, dam five feet, head 16 80 feet; wholly unoccupied. 

Sixth power, dam six feet, head 16 69 feet ; Copsecook paper 
mill, owned by S. D. Warren, of Boston ; paper for books and news- 
papers. Annual product five hundred and fifty tons, $175,000. 
Thirty-eight hands ; power about half employed. 

Seventh power, dam seven feet, head 15*51 feet; fully occupied. 
Paper mills, Messrs. Richards & Co., yearly product nine hundred 
tons, $400,000. Seventy-five hands. 

Eighth power, dam eight feet, head 13 88 feet; wholly unoccupied. 

Total number of hands employed four hundred and ten. Total 
annual product two million dollars. 

Garland — Penobscot County. 
Digested from Selectmen's Returns. 

TEN POWERS. 

All the above, with one 'exception, are situated on the head waters 
of the Kenduskeag stream. There are no precipitous falls, but a 
gradual descent from the west line of the town to the southeast 
corner. About one-fourth of the basin of the stream in the town, 
(or about five square miles) is covered with forest. 

First, situated at the upper or west side of the town ; fifteen and 
one-half feet head ; runs a circular-saw mill, with Hopkins wheel, 
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• 

about one-third of the time ; will cut about 500,000 or 600,< 
also a shingle mill, with Tub wheel, running one-half the time, 
ting about 500,000 ; also a grist mill, with Carlton wheel, two 
of stones, earning about $200. The dam flows about one milft 
I Second, about forty rods below ; an old saw mill with Tui 

' wheel and ten feet head; will saw about 200,000 feet 

Third, about fifteen rods below ; a planing mill and rake fact 
six feet head. Tub wheel, earning some $1,200. On the i 
power are a machine shop, carding •mill, cloth dressing and n 
ing ; turbine wheel. This last is just put in operation. 

Fourth, a shingle mill, about 100 rods below; ten feet h 
Steam's wheel ; will cut about 500.000 ; runs one-half of the 1 
Fifth, one and three-fourths miles below ; an up-and-down 
with Tub wheel; thirteen feet head; cuts 500,000; runs one-1 
of the time ; planing mill. Tub wheel, two planing machines, t 
ing lathe, edging saw, and some other machinery ; will earn a 
$1,000; full time. Also a grist mill, with three runs of stc 
one of which is for flour; just put in operation; the wheels 
are new, got up by Charles T. Carlton, and work well ; pond 1 
'' one and one-half miles ; full time. 

Sixth, about seventy-five rods below ; a tannery ; six and 
half feet head ; Steam's wheel ; amount of business, $5,000. 

Seventh, one mile below ; an up-and-down saw ; Steam's wl 

ranning one-half the time ; cuts some 500,000 ; nine and one 

feet head ; flows three-fourths of a mile. Also shingle mill ; Stei 

wheel ; one-half time ; cuts about 500,000. 

1^ Eighth, unoccupied ; seven feet head ; about one mile belov< 

i' last named. 

j. Ninth, some fifty rods below; a circular saw, with centre- 

" scroll wheel ; twelve feet head ; earns about $1,000. Also shi 

mill; scroll wheel; about $800. 

Tenth, on Black stresim, in the extreme north part of the t< 
seven feet head ; a shingle mill ; Tub wheel. 

The outcropping and underlying rocks are the argillaceous t 
Market, at home, except for shingles, which is Bangor, by te 
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Georgetown — Sagadahoc County. 
Digested from the Returns of B, F. Hinckley^ Esq, 

FITE POWERS. 

First, a tide power on Bobia Hood's Cove ; saw and shingle mill ; 
also shingle and grist mill ; does a large amount of business. 

Second, a tide power on Eastern branch of same cove, unim- 
proved ; will carry three or four saws. 

Third, *' Wyman's Privilege," a tidd power, unimproved. 

Fourth, on the outlet of Nichols' pond ; a carding and shingle 
mill ; room for an overshot wheel fifteen feet in diameter. 

Fifth, in connection with a great meadow, whose outlet has a 
long and steep descent ; can be greatlj improved by a dam. 

Machinery very good. Turbines. 

Market, Boston, by water. 

GiLEAD — Oxford County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

First, a grist mill on Pleasant brook ; can operate two runs of 
stones a few months yearly. Not now in operation. 

Second, a saw mill on Ghapmail's brook ; can operate but a short 
time yearly. Not now in operation. 

Third, a mill partially completed on a small stream ; not consid- 
ered of much value as a water-power privilege. 

Fourth, a stream with abundant water but uncontrolable, called 
Wild river; dam after dam has been swept away by freshets, and a 
mill formerly upon it was carried off; it is now not used at all as a 
water-power. 

Glenburn — Penobscot County. 

Statement of the Selectmen, 

A part of Pasha w lake is in Glenburn, and by building a dam at 
a certain point in Orono, where the water now escapes and runs 
through a part of Glenburn into Kenduskeag river, in time of high 
water, and also building a dam on the natural outlet in Hudson or 
Oldtown, a reservoir of water might be formed about six feet deep 
and about nine miles long by two miles in width, including the 
whole lake. 
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A subsequent oommunication from Martin Mower, Esq., furnisliei 
the following memoranda : Area of the Pushaw lake, twelve square 
miles. Area of surrounding land that can be flowed by a dam, 
twenty-four square miles. Height of lake above tide waters, 100 
feet. Seven pitches, each over fourteen feet. Length of canal, three* 
and a half miles ; cost of its construction, — four by twelve feet, in- 
cluding dams at the outlet, — $8,867.00. Average constant power, 
187 horse on each &11. The lake, with twelve square miles' sur- 
&ce and eight feet head, will furnish 2,676,826,400 cubic feet of 
water, available on the whole hundred feet of &1I. 

It will be observed that the improvements suggested above will 
necessitate the diversion of the waters of the lake from their natural 
channel of discharge into the '* Stillwater Branch" of the Penob- 
scot, into the Eenduskeag river. This might have an injurious 
effect upon the efficiency of the powers upon that branch at the sea- 
son of extreme low runj the lake now serving as a reservoir readfly 
commanded for the use of said powers. It would however have a 
most beneficial eflbct upon the privileges on the Kenduskeag. When 
the great lakes about the sources of the Penobscot shall have been 
converted into reservoirs, doubtless the change can be made without 
any detriment to the Stillwater powers. 

Glbnwood (formerly No. 2, R. 8, W. B. L. S) — Aroostook 

. County. 

[See Appendix.] 

GoRHAM— Cumberland County. 
Digested from Selectmen's Returns, 

[See alto ** Gorham and Windham."] 
SIX POWERS. SMALL. 

First, near the centre of the town, on Little river, *' Davis Hill," 
twelve feet head, and about twenty horse-power. A saw mill, grist 
mill, and stave mill ; centre-vent water wheel ; mills work half the 
year ; falls are formed by a cut through the solid ledge. No lakes 
or ponds. Range from high to low water, about four feet. 

Second, two miles below the Davis mill, '* Cloudman's Mill "; 
eight feet head and about twenty horse-power ; saw and threshing 
mill. Centre- vent and spiral wheels ; saw mill used all the year. 



• 
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Third, ^'Gartis^s mill/' near the south part of the town, on 
Stroadwater river ; ten feet head and twenty-five horse-power ; stone 
dam; saw mill, grist mill, carding mill and shingle mill. Tattle wheel, 
highly esteemed for economizing water. The power will run one mill 
^1 the year. Fall formed by a out through the solid ledge. The 
stream is connected with a small pond. 

Fourth, '' Shaw's Mill," in the northwest part of the town, on the 
north branch of Little river ; ten feet head, and about twenty horse- 
power ; saw mill, shingle mill, &c. The supply of water is small ; 
mills run about four months in the year. 

Fifth, one and a half miles belpw Shaw's mill, on the same 
stream, is ^^Libby's Mill," with fourteen feet head, and about 
twenty horse-power ; unimproved ; formerly a saw mill upon it. 
This power has a fall of twenty-two feet, and would run a saw mill 
the greater part of the year. 

Sixth, in the west part of the town, on Little river, formerly a 
mill, but now entirely unimproved. Several other ^Is upon which 
formerly were mills of various Icinds, have long been unimproved. 

The streams upon which these small powers are located, are very 
variable in their volume. Spring freshets often cause them to over- 
flow their banks, while in summer the supply of water is small. 
They are, generally, unconnected with lakes or ponds, and flow 
through cleared land. Artificial reservoirs could not well be con- 
structed. 

GORHAM AND WiNDHAM — CUMBERLAND CoUNTY. 

Digested from the Reports of the Boards of Selectmen, 

[Se« also <*Qorhain*'; and ** Windham."] 
mNE POWERS. 

All of the above are situated on the Presumpscot river, which 
forms the common boundary of Gorham and Windham. 

F?rst, '* Harden's Falls," one mile from the outlet of Sebago 
lake ; eleven feet head. The power on the Gorham side is owned 
by Goff & Plummer, and is improved in part, the improvements 
consisting of one double saw mill, a keg mill, and other machinery 
that is used in connection with saw mills. Windham side, owned 
by the Anderson heirs : unimproved. 

Second, one mile below Harden's falls, ''Great Falls," with six- 
teen feet head. The power is owned on the Gorham side by John 
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LiDGJsej, and improved in part with grist mill, plaster mill, saw 
mill, &c. Windham side is owned by Wm. H. White and Walter 
Corej ; improved by Mr. White with two saw mills, one gang of 
saws, grist mill, box mill, &c.; by Mr. Corey with a chair factory. 

Third, half a mile below Great falls are " Whitney's Falls," with 
fourteen feet head. The falls are unimproved, and owned on Qot-' 
ham side by Jefferson Mayberry and others, and on Windham aide 
by Joseph W. Parker and J. Walker. 

Fourth, half a mile below Whitney's falls, '' Island Falls," with 
ten feet head. This power is unimproved, and owned on Grorham 
side by Solomon Libby, and on Windham side by 0. Haskell. 

Fifth, nearly a mile below Island falls, *' Dundee Falls," with 
eightcn feet head. The power is unimproved, and is owned on Gor- 
ham side by Solomon Libby, and on Windham side by Frank May- 
berry. 

Sixth, nearly a mile below Dundee falls, *' Leavitt's Falls," with 
twelve feet head. This power is unimproved and is owned entirely 
by the Oriental Powder Company. 

Seventh, a mile below Leavitt's Falls, are ''Gambo Falls," with 
sixteen feet head. This power is improved, in part, and owned 
entirely by the Oriental Powder Company. The improvements 
consist of the extensive Powder works of this company. 

Eighth, a mile below Gambo falls, " Little Falls," with seven- 
teen feet head. This power is unimproved and is owned by Watson 
Newhall. 

Ninth, half a mile below Little falls are ** Mallison Falls," with 
eighteen feet bead. This power i^ owned on Gorham side by Stevens 
and Ray, and improved in part with a grist and saw mill. On 
Windham side the improvements consist of a woollen mill, and are 
owned by the Mallison Falls Manufacturing Company. 

The head on the above falls is susceptible, in several cases, of 
being nearly or quite doubled. The horizontal, or running dist^ce 
in which the descents above specified are attained, varies in the dif- 
ferent cases, from one-fourth to one mile. 

No estimate, by measurement, has ever been made of any of these 
powers, other than a survey of the head at each fall, which was made 
several years ago. But a small part of the power at either falls is 
used. With scarcely an exception the mills work all the year. The 
machinery is not of the best construction for economizing power. 
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At Harden'B falls, the Centre-vent and Spiral wheels are used ; at 
Chreat falls, the Centre-vent and Kendall wheel ; and at Gambo, 
thirteen water wheels are run, from tabs to turbines. 

The river is the outlet of Sebago lake, Long pond, and nearly 
thirty smaller bodies of water, and numerous rivers. At the outlet 
of the Pond is a dam, of fourteen feet head, capable of an increase 
of several fbet The head waters being so. entirely under control, 
there are no freshets. The stream is almost entirely uniform 
throughout the year, varying from low to high water not over two 
feet The out-oropping and underlying rooks, about the falls, con- 
sist of blue flint, granite, mica schist, &c., and are regarded as very 
suitable for building purposes. The lay of the land, about the falls, 
is excellent for the location of mills, workshops, &o. Every 
proprietor, whom we have seen, is disposed to bear part of the ex- 
pense of a survey of his power. 

We have no means of knowing what proportion of the basin of 
the stream is covered with forests, but from the estimate of others 
judge it must be about one-third. 

Of the nine powers here noticed, but four have any improvements 
upon them, and being nearly all used in the lumbering interests, 
the effects of the improvement of the power upon the wealth and 
population- of the town have not been very marked. At Great &11s 
a small village has been built up. At Grambo, the land, buildings, 
&;c., for a considerable extent, are owned by the Oriental Powder 
Company. Their improvements have not tended, very materially, 
to influence the wealth or population at that place. At Little falls, 
formerly there were a cotton factory and saw mill. The former was 
burned down several years ago and has never been rebuilt. At these 
falls is a small village. 

The nearest market is Portland, distant from the difierent falls 
from ten to fifteen miles ; accessible by teams, or the Cumberland 
and Oxford canal^ which, on the Gorham side, passes in close prox- 
imity to the falls. 

GOULDBBOROUGH — HaNCOCK CoUNTY. 

Digested from Selectmen's Returns, 

FOUR POWERS. 

First, at Prospect harbor, on Prospect Harbor stream, the outlet. 
10 
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of Forbes' pond. The pond is about a mile square, and is about a 
mile above the privilege. Fall twenty feet in a running diatanoe vi 
six hundred feet. No part of the power is improved. 

Second, at Winter harbor, on Winter Harb(Nr stream. Fall about 
twenty feet in six hundred ; entirely unimproved. Privily oloae 
upon tide. 

Third, at Weet Bay, on West Bay stream. Height of fiilla not 
given ; runs from low land ; is not connected With a pond, ezoepfc 
with Jones' pond, remotely. Baw mill, two shingle mills, and grnk 
mill. Power only partially improved ; operates during half of Om 
year. 

Fourth, at Weet Gouldsborough, on Jones' stream, the outlet of 
Jones' Pond ; said poiai is 2 z 1 miles. Fall forty feet in forty 
rods ; saw mill, grist mill, shingle mill, and a cabinet shop. Power 
partially improved ; mills operate all the year. 

None of the machinwy, on the above powers, is economical of 
power ; privileges are owned by various parties in the vicinity; tiie 
ponds are susceptible of large improvement for reservoir purposes; 
artificial reservoirs are feasible ; freshets not destructive. 

Rocks not suitable for building purposes ; lay of the land good, 
in all cases, for building. The improvement of the power has heesa 
of considerable benefit to the town ; might be of much greater. 

Market, chiefly Boston, by water ; this applies to all the points 
specified. Aggregate annual products, $10,000. 

Greenville — Piscataquis County. 
Digested from Selectmen's Returns, 

FOUR POWERS. 

First, on Wilson's stream ; falls one hundred feet in 1*5 miles; 
will saw 1,000,000 feet of boards ; saw mill formerly, — carried away 
by freshets in 1846 ; can operate ten months ; owned by the town. 

Second, on Eagle stream ; six feet fall in twenty-five ; will saw 
75,000 feet boards; saw mill ; will operate two months. 

Third, on West Bay stream ; fall, ten feet in ten rods ; saw mill, 
shingle, clapboard and grist mill; will saw 250,000 of boards; 
operates eight months. 

Fourth, on Whitcomb brook ; fall, ten feet in twenty ; saw mill ; 
operates six weeks ; will saw 50,000 boards. 
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Old-fiishioned Flutter wheeb. Power only partially improved. 
Wilson stream fed by Wilson pond ; West bay by the West bay. 
Slate rooks. Powers have contributed to the prosperity of the 
town. 

Market, Bangor, by road. 

« 

Greenwood — Oxford County. 
Digested from Selectmen's Statement, 

EIGHT POWERS. 

First, at the outlet of Hick's pood. , 

Second, '' Richardson's Mill," on Sanborn river. 

Third, ''Hick's Mills," saw aad shingle, at the outlet of Twitch- 
ell's pond. 

Fourth, at the '' McKenney Falls," on the M<Nrgan staream, height 
one hundred fisot 

Fifth, "Bacon Falls," on a branch of the Little Androscoggin 
river, height fifty feet; unimproved. 

Sixth, on the Little Androscoggin ; unimproved. 

Seventh, ''Lock's Mills," a grist mill, saw mill, carding mill, 
excelsior factory, etc. This is upon Alder river, which issues firom 
ponds covering 1,500 or more acres, and is a valuable and steady 
power, perfectly safe and constant at all seasons. The burger pond 
can be raised four feet by a dam for a reservoir. 

Eighth, a saw mill, in the northwest part of the town. 

Grafton — Oxford County. 
Digested from Selectmen's Returns. 

TWO FOWER8. 

First, " Screw-Augur Falls," on Bear river, in the southeast part 
of the town ; height of the falls, fifty feet, in a running distance of 
one hundred feet ; saw mills upon it. 

Second, "Brown's Falls," on Cambridge river, in the west part 
of the town ; height of the falls, fifty feet, in one hundred and 
ninety-five feet of running distance ; saw mills upon it 

Both powers operate about nine months in the year. With better 
machinery and improvement of the reservoirs, which can be very 
cheaply effected, they can work all the year. Owned by Miller, 
Tuttle & Co., N. Y. 
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First quality of granite ; land about the fiiUs convenient toit build- 
ing purposes ; enormous quantities of lumber in the r^ion ; im- 
provement of the power, though (mly partial, has added much to the 
prosperity of the town. 

Market, Bethel, and thence to Portland. 

Grant Islb Plantatiok — Aroostook County. 

[See Appendix.] 

Gray — Gumbbrland County. 
Digested from Seleeimen's Returns. 

EIGHT POWERS. 

Four of the above are situated on CoUjer stream, the outlet of 
Dry pond, and a tributary of Royal's river. 

First, ^' Dry Mills," saw mill, grist mill, shingle and stave mill, 
which run two-thirds of the year ; fall six or eight feet 

Second, *' Webster's Mills," at North Ghray, a saw mill, grist 
mill, shingle mill, and a sash and door mill, run all the year. 

Third, '* Mayall's Mills," erected many years ago, of brick, for 
the manufacture of woolen cloths, one of which is now occupied by 
Olfene k Thurlow, in the manufacture of ladies' cloths, the other is 
at present unoccupied. Water the year round ; height of fall eleven 
feet. An estimate of power was made at this point some forty years 
ago, and said to be forty horse. The proprietors of these mills are 
unable, or unwilling, to give an estimate of the power's capability 
of work. The wheel used at Mayall's mills is the centre-vent. 

Fourth, ** Weymouth's Falls," the best power in town, a fall of 
thirty feet can easily be made. 

Fifth, still further down, toward R9yal'8 river, is a power where 
mills were erected many years ago, known as *^ Morse's Mills," but 
long since gone to decay. It is thought, by persons familiar with 
such matters, that the capacity of Collyer's branch can be largely 
increased, at a small expense, by artificial means. 

Sixth, on the great Sucker brook, so called, a mill of considerable 
consequence used mostly for sawing staves, which are manufiaictured 
into shocks for the Portland market ; runs most of the year. 

Seventh, a mill at West Gray, situate on a tributary of Pleasant 
river, recently built, has an up-and-down saw, circular saw, planer, 
&c., does considerable business; runs most of the year, and derives 
its power from artificial means, back flowage, &c. 
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Eighth, many yeairs ago, some twe^tj-fire or thirty, there was a 
saw and grist mill, called the '' Bamsdell Mill," situated in the 
southwest part of the town, on Meadow brook. This privilege is 
now unoccupied, the mills having been nearly destroyed, years ago, 
by a freshet. 

Land favorable for location of mills and shops ; plenty of build- 
ing material, some timber, &o. Think some of the proprietors 
would be disposed to do something towards a proper survey of their 
premises. 

Market, Portland, by post road, generally. The nearest point of 
Bailroad is at Pownal, five miles from the village. 

Grbenb — Androscoggin County. 
Digested from Selectmen's Returns, 

[See also ** Greene and Turner.''] 
FOUR POWERS. 

First, on Sabbattus stream, in the easterly part of the town, 
fifteen feet fall from top of dam to vent of wheels ; two-thirds of the 
fiJl is secured by the dam. 

Second, on Meadow brook, in the southwestly part of the town, 
saw mill and shingle mill ; operate fall and spring. 

Third and Fourth, on the outlet stream of Allen's pond, in the 
northwesterly part of the town. Neither of them is employed now, 
but they are more valuable than either of the others. There were, 
formerly, a grist mill, shingle mill and carding machine upon them. 
Water holds out the year round ; fall twenty and twenty-five feet : 
excellent chance for dams. Estimated capacity of the Sabattus 
stream power, 50,000 bushels. Rose and Blake wheels used ! 
will do the work of the old Tub and Flutter wheels with one-third, 
or one-fourth of the water. Improvements on the Sabbattus power, 
saw mills and a grist mill ; former operate four months, latter all 
the year. No damage from freshets ; annual production $7,000. 

Market, Lewiston and Portland, by' rail. 

Greene and Turner — Androscoggin County. 
Statement of M. T. Ludden^ Esq., of Turner, 

[See also " Greene;" and «• Turner."] 
ONE POWER. 

'* Turner-Centre Falls," at Turner-Centre bridge, on the Andre- 
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• 

scoggin, ten miles above Lewiston ; twelve feet &11; excellent op- 
portunity for canals and dam; hard bottom and banks; abundant 
stone ; no improvement 

Greenbush — Penobscot County. 

[Sm Appeodiz,] 

Greenfield — Penobscot County. 
Digested from Selectmen's Returns, 

ONE POWER. 

^^ Olemon Mills," on Olemon stream, near its mouth, in the north- 
west comer of the town. Height of fall twelve feet ; made by a 
dam which ponds the water back about five miles. 

Power operates two saws, a grist mill, shingle, clapboard and 
lath machine, all the summer, and with an additional foot to the dam 
will drive them all the year. The property was bought by Howard 
& Son, its present proprietors, about a year ago, and they have ex- 
pended several thousand dollars since the purchase, and intend im- 
proving the power to its full capacity. 

No lakes near. No injury from freshets; granite good for build- 
ing ; lay of the land good. '' The use of the power has, thus far, 
been an injury to the town ; are in hopes now it will be a benefit" 
Until last year the annual product of the mills was only*about $40 ; 
and the greater part of last year the mills were undergoing repairs. 

Market, Bangor, by Penobscot river; £. & N. A. fi. R, will 
pass within forty rods of the mill. 

The statement implies that there are other privileges an the town, 
but speaks of this as the only one improved. 

Guilford — Piscataquis County. 
Digested from Selectmen's Returns, 

FOUR POWERS. 

First, **Guilford Village Falls," on the Piscataquis river; fall 
fourteen feet ; mills run all the year, except in an extremely dry 
season. A saw mill, two shingle mills, two clapboard mills, one 
lath machine, one grist mill, two carriage shops, a blacksmith's 
shop, and one woolen factory with two sets of machinery, all in full 
operation. 

Saw mill will cut 600,000 per year; shingle mills 4,000,000; 
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dapboard mills 1,500,000 olapboards; lath machine, 1,000,000 
laths ; grist mill will grind 80,000 bushels of grain. A large 
amount of carriage work, planing, and smith work done by water. 

Village water power owned by the Quilford Manofactaring Com- 
pany ; woolen factory by Hobart & Toung. 

Second, at the oatlet of Davis pond ; Ml eleven feet. A saw 
mill, two shingle mills, and a clapboard machine upon it. Saw mill 
will cut 500,000 feet of lumber; shingle mills 8,000,000 shingles ; 
clapboard machine 400,000 clapboards. Stream fed by three ponds ; 
power good ten months of the year, and by the erection of a higher 
dam at the outlet of the pond, could be made available all the year, 
and at a trifling expense. 

Third, on Salmon stream, the outlet of Salmon pond, two shingle 
mills, cutting about 200,000 shingles yearly; works about eight 
months. 

^ Fourth, falls on the Piscataquis river, about two miles west of 
Dover village, a fall of twenty feet in thirty rods, an admirable site 
for a cotton or woolen factory. This powg^ is wholly unimproved. 

The great number and size of the ponds connected with Piscata- 
quis river, tend to give it an unusual constancy of flow, and upon 
improvement would make it second to none as a manu&cturing stream. 

Freshets on the Piscataquis, quite heavy, twenty times the natu- 
ral flow passing in a large one. The banks of the stream are high 
80 that little, or no damage is done. Rise of the water about ten 

feet. 
Rock, limestone and slate ; lay of the land excellent at Guilford 

village. The improvement of the power has greatly increased the 
wealth of the town ; the village contains one-third of the whole tax- 
able property of the town; and it is nearly all the result of the utili- 
zation of the power. 

Value of annual products of the water-power alone, $800,000. 

Market, Bangor, 40 miles, by road. '' We shall have a railroad 
within twelve miles next year, it now being under contract from 
Newport to Dexter." 

Hallowell — Kennebec County. 
Digested from the Municipal Returns, 

NINE POWERS. 

All the above are situated on Yaughan stream, and are known as 
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the '' Yaughan Stream Falls." The total deeoent is 188 feet in 
about a third of a mile. No estimate of the power has ever heesa 
made with any degree of accoracy. On one of the falls, upon which 
there is an overshot wheel twenty feet in diameter, and a grist mill 
with three runs of stones, grinding can be done eleven months of 
the year. Three only of the privileges are improved, using about 
55 feet of the 188. Overshot and breast wheels employed, and no 
others. The power is owned by Wm. Stickney and Simon Page. 
The stream is fed chiefly by springs and surface drainage, and ia 
therefore variable in its volume. Artificial reservoirs of almost 
any desired magnitude could be constructed, and a vast amount of 
water kept in reserve. 

Bock, granite, and suitable for building purposes, in some respects 
the best variety quarried in this country if not the world. 

Some twenty-five hands are employed in the mills the year 
through. 

Market, Portland by rail, Boston by steamboats, four times a 
week ; vessels drawing twelve feet can come to within 100 rods 6[ 
the stream. 

Hamlin Plantation — Aroostook County. 
Digested from Assessors^ Returns. 

FOUR POWERS. 

First, '^ Hammond Privilege," on Hammond brook, about two 
miles from the river St. John. No mill upon it ; large quantities 
of spruce lumber in the basin of the stream. 

Second, a fall on Duboy brook, about forty, feet perpendicular de- 
scent ; situated three miles from the river St. John. A large 
amount of machiney might be kept in motion throughout the year 
by means of an overshot wheel twenty-eight feet in diameter. 

The stream is fed by a small pond. Another small lake in the 
vicinity which now discharges its waters into Black brook, and 
thence into the Aroostook river, might at a small expense be con- 
nected with the Duboy brook. The Duboy brook privilege probably 
belongs to the State. 

Third, a small power below the above, near the river St. John. 

Fourth, a power on Stony brook, an active stream, which would 
keep considerable power in motion by means of an overshot wheel. 
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Hamlin' s-Grant Plantation— Oxpoed County. 
Statement «/ the Assessors. 

« * 

There are no Btreams of any considerable size in Hamlin's-Grant 
Plantation, and none whateyer saitable for milling purposes. 

Hampden — Penobscot County. 

[Sm Appendix.] 

Hancock — Hancock County. 
Digested from Selectmen's Returns, ^ 

THREE POWERS. 

First, '' Graves' Privilege," on Skilling's river, about a hundred 
feet from tide water. 

Second, *' Joy's Privilege," on Skilling's river, one-third of a 
mile from tide water. 

Third, '* McFarland's Privilege," on Skilling's river, one-half 
mile from tide. From McFarland's privilege to salt water is a con- 
tinuous fall of abou( ten feet in the hundred. 

No estimate of the power by measurement has ever been made, 
but it is judged equal to twenty horse the year round. No use of 
the power at all is made. There were formerly a grist mill, saw 
mill and shingle mill upon the stream, but they all went to decay, 
and the dams were finally swept away by freshets. 

The stream is connnected with one small pond. An artificial 
reservoir three miles long and one mile wide could be constructed. 
The stream is comparatively constant at all seasons. 

The power being located upon tide, is favorably Gtituated as re- 
gards accessibility. 

Bock, coarse, suitable only for rough work. 

Hanover — Oxford County. 
Digested from Selectmen's Returns. 

NV ME ROUS POWERS. 

All situated on the outlet stream of Howard's pond, which falls 
three hundred and sixty-fioe feet in its course of one and a half 
miles to the Androscoggin. 

About one-fourth of the power is improved. There is but one 
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I dam, at the outlet of the pond. Wheels, overshot. The mills w( 

all the year : annual products, $5,400. 

The pond is thriee-fourths of a mile long and half a mile wi< 
its capacity could be doubled at an expense of $500. The mills 
the stream now constitute about one-fourth of the valuation of 
town. Freshets harmless. 

Mills are within seven and a half miles of the Orand Trunk R 
way. Market for the products of the mills is now at the mills. 

Harmony— Somerset County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

First, " Harmony Village," on Higgins' stream ; saws 600,( 
of boards and 150,000 shingles, and runs a machine shop. Pari 
the mills operate all the year. Power only partially used. 

Second, below the village, on Higgins' stream ; carding and clc 
dressing machine. 

Third, at Main Stream village, on Sebasticook Main Stret 
saws 500,000 feet of boards, 1,000,000 shingles, and runs a g 
grist mill. ' Operates all the year. 

Fourth, on ''Main Stream Falls," below the village; un 
proved. 

A bog six miles by three- fourths mile, is flowed by a dam, in c 
nection with Higgins' stream. Stream can be made to yield ab 
dant water all the year ; Main stream also, by proper dams. 

Good building stone. Market, Skowhegan, Newport, by roa( 
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Harpswell — Cumberland County. 

[See Appendix.] 

Harrington — Washington County. 
Selectmen's Returns. 

TWO POWERS. 

First, a small power on Mill river; fall about ten feet; strc 
very rapid ; water only spring and fall. 

Second, a power on Great Marsh stream ; fall about : 

to the mile ; will carry one saw the year round. 

These powers are improved by saw, lath, and shingle mi 
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Bange from low to high water, about six feet. Rock, limeBtone, 
"which should be teeted." 

Harrison — Cumberland County. 
Digested from the Selectmen's Returns. 

POITR POWERS. 

First, at the outlet of ADonymous pond, at Harrison village, fall 
ten or twelve feet; " Tolman & Co.'s wire-factory^'; product $50,- 
000 per annum. 

Second, on Bear river, at the village, fall twenty-one feet. The 
Harrison Water Power Company have just commenced building a 
dam for a factory. 

Third, on the same river, just below, fall ten feet ; unoccupied. 

Fourth, at Bolster's mills, on Crooked river, fall eight feet, dam 
ponds the water backs sixty rods ; saw mill, grist mill,' shingle ma- 
chine ; wheels overshot, centre- vent, and Leffle's American double 
turbine. 

Bear river is the outlet of Bear pond ; Crooked river is connected 
with numerous ponds above ; no damage by freshets ; abundant 
supply of water except in severe drouths. Bock ; graniteabundant and 
of good quality ; lay of the land very good. 

The improvement of the power has increased the wealth of the 
town and given employment to a considerable number of workmen. 

Market, Portland, by canal, and road. 

Hartford — Oxford County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

All are situated on Bungermuck stream ; their height of fall is 
respectively nine feet, fifteen feet, and twenty feet. They are not 
improved. 

Hartland — Somerset County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

First, " Upper Sebasticook Falls," in the village of Hartland^ on 
the west branch of the Sebasticook river, about one mile from the 
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outlet of Moose pond ; said pond contains seven or eight square 
miles ; height of £»lls thirty feet in seventy-five rods. 

Second and Third, smaller powers about three miles. from the 
village. 

Improvements . upon the above powers, three dams, saw miUi 
shingle mill, grist mill, carding machine, woollen &otory, carriage 
and blacksmith shop ; powers operate all the year ; Tuttle whael 
used. 

Moose pond is a great reservoir, and its capacity can be alill 
further increased by dajos. Artificial reservoirs, of very great ex- 
tent can be constructed ; freshets perfectljr harmless; range of water 
about five feet ; water abundant at all seasons. 

Bocks, granite; one-half basin forests; lay of the land good. Im- 
provement of the power has benefited the town. 

Market, Bangor, by road to Pittsfield, seven miles, and thence by 
railroad. 

Hkbron — Oxford County. 
Digested from Selectmen's Returns. 

SEVERAL POWERS. 

''Matthews Pond Falls," height 140 to 180 feet in 100 rods. 
Power not all improved ; only one mill upon it. The power fully 
employed would saw 800,000 of lumber. Gould be worked all the 
year with a suitable dam. 

Machinery now used of the poorest construction ; old-fashioned 
wooden wheel. Area of the two connected ponds, 470 acres. Their 
capacity could be doubled by a dam and at a trifling expense. Rocks, 
coarse granite, suitable for building dams. Lay of the land, con- 
venient. 

Market, West Minot and Mechanic Falls. 

Hermon — Penobscot County. 
Selectmen's Returns, 

TWO POWERS. 

First, ** Shaw & Harding Mill," on Cold brook. Fall about 
eight feet. Dam and mill upon it ; mill out of repair ; never works 
over four months in the year. Situated close by the Maine Central • 
Railroad, and three miles from the business part of Bangor. 
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Second, on the Wheeler stream, known as *' King's Mill-Dam"; 
five and a half miles from Bangor. Abont eqaal to the first men- 
ticmed in capacity. No other improvement than the dam. 

HnsrxxBT and Township No. XXVII — Washinqton County. 
From the Returns of Calais^ and Anson^s Survey, 

SEYERAL POWERS. 

The outlet stream of Grand lake, on the west branch of the St. 
Oroix, or the '^ Grand Lake Stream," has a fall of about eighty feet 
in its descent to Big lake. At its head the St. Orpix Log Driving 
Oompany'have this season (1867) built a dam to hold about eight 
fSset head, which flows the lake about twelve miles. 

Doubtless several valuable water-powers are situated on this 
stream. The various lakes above and connected with Grand lake, 
are dammed, to retain water for log-driving purposes. 

Hiram — Oxford County. 

Digested from the Report of the Survey of Cyrus Ingalls^ 
Esq,, Procured and Endorsed by the Selectmen of Hiram. 

[See also *• Baldwin and Hiram."] , 
PIVE POWERS. 

All the above are situated upon Hancock brook, which is a chain 
of eight or more considerable lakes and ponds. 

First, one hundred rods from Hiram bridge, Allen's mill and 
privilege ; stave machine, clapboard and shingle machines and other 
circular saws, with head and fall of eight feet. 

Second, twenty-five rods further up, the mills of Clark k Co.; 
a saw mill, shingle machine, stave machine, and a grist mill with 
several runs of stones ; a head and fall of sixteen feet. 

Third, three-quarters of a mile further up, Rankin's saw mill 
and privilege, with a head and fall of ten feet. 

Fourth, two miles further up, the '^ Barker Dam," at the outlet 
of Barker pond, which has been built over fifty years, with head 
and fall of over eight feet, and at an altitude of two hundred and 
seventy-five feet above the Saco river at Hiram Bridge. Pond is 
about one mile and a half long, and contains over five hundred acres. 
From this pond, northeasterly, one mile, is the Pickerel pond, so 
called, which contains about twenty-five acres. 
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Fifth, from this pond up, three-fourths of a mfle, the foot of die 
*^ Great Hancock Pond" is reached, where there is a stone dam fiftj 
feet long, eight feet high. This pond contains about five hundred 
acres. From the upper end of this pond, four rods further, the foot 
of the <' Upper Hanoock Pond" is reached, which contains about 
one hundred acres. Three-fourths df a mile east of this pond, an 
four other ponds, some of which are of considerable siie, and flow 
into the Great Hancock pond. 

In 1811 the foregoing ponds and streams were eanalled by build- 
ing twenty-two dams and slips from Hiram bridge to Barton poikL 

Over hundred millions of pine lumber hays been drifOD o«l if 
this canal into the Saco river. Said town eontains Urge quantiliss 
of oak and pine, besides a great amount of hard wood lumber suita- 
ble for manufacturing purposes. 

HoDGDON — Aroostook Countt. 
Digested from Selectmen's Returns. 

THREE POWERS. 

All good privileges, situated on the Meduxnakeag river, and all 
in a running distance of one mile; the two upper being fifty rods 
apart. 

The two upper works are known as *' Jewett & Duneirs Mills"; 
the lower, as ** Hutchinson's Mills." 

The upper privilege has a fall of eleven feet ; the second, a fiill of 
six feet ; the lower a fall of nine feet. There are no natural ponds 
in the vicinity. The upper dam ponds back the water three miles; 
the lower about a mile. 

No estimate of the power ; but the opinion expressed that the 
upper falls, economically applied, would carry a considerable amount 
of machinery nearly all the year. The power poorly applied at 
present. 

On the upper dam, a grist mill with three runs of stones ; a saw 
mill, with a four foot circular saw, clapboard and sash saw, carding 
and fulling mill. 

On the second dam, a shingle mill. 

On the lower dam, a saw mill with one up-and-down saw, a clap- 
board, shingle and lath saw, and planing machine. 

The grist mill works all the year ; the saw mill two-thirds of the 
year ; the lower mill nearly all the year ] the shingle machine was 
erected recently. 
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The machinery is not economical of power ; the grist mill has a 
oentre-yent wooden wheel; all the others are '' reactors." 

An artificial reservoir, five miles bj four, could be constructed at 
small expense above the upper dam, and the land it would flow is nearly ^ 
useless ; freshets harmless ; total range firom lowest to highest water, 
about eight feet 

" All we need is energetic men to work our power to make a 
thriving and growing place." 

HoLDBN — Penobscot OorinT. 

SIX POWBBft. 

First, on Dead river, a shingle mill. 

Second, on Dead river, a saw mill and tannery. 

Third, on Dead river, saw mill and shingle mill. 

Fourth, shingle mill. 

Fifth, on Meadow brook, a saw mill. 

Sixth, on Meadow brook, a saw mill. 

The Dead river flows from Fits pond, four miles long and half a 
mile broad. The power on this stream might operate all the year. 
The Meadow brook powers work about three months in the year. 

Annual product, about $10,000. Market, Bangor, seven miles 
distant. 

Hope — Knox County. 
Digested from SelectmerCs Returns, 

TEN POWERS. AND MORE. 

• Four are situated at the foot of the so-called rHobbs and Fish 
poods, all within three-fourths of a mile ; average head of water 

upon each privilege about ten feet. 

First, on the dam, at the foot of the ponds, a saw mill for long 
lumber, a grist mill, and saw mill, and saw mill where are manu- 
factured staves and headings for lime casks. 

Second, on the dam below is a saw mill for long lumber. Water 
suflScient to do a large business ten months in the year. 

Third, on the next dam, a saw mill for staves and headings, also 
a threshing machine, grist mill and machine shop, all in the same 
building, where is done quite an extensive business ; water the year 
round. % 
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Fourth, on the next dam is a Baw-miU for stayes, heading and 
shingles ; also a shop for the manufacture of doors, sash and blinds. 
Business brisk the year round. 

Fifth and Sixth, th^re are two nM»re privileges below that are un- 
occupied. 

The laj of the land around the mills is verj good for bnildii^;; 
great abundance of rocks for all purposes, and quite heavilj wooded. 
The mills are located in the south part of the town, at the foot of 
the above named ponds, which are about four miles long and from 
one-fourth to one mile wide. 

Sevent)}, is located near the centre of the town, at the foot of the 
Mansfield pond ; saw mill for staves and heading ; does a good buai- 
ness eight months in the year; head of water eleven feet; sur- 
rounded by a great amount of lumber. 

Eighth and Ninth ; there are, also, other privileges on the same 
strieam below, unoccupied. 

Tenth, small mill for cutting staves and heading, saws about three 
months in the year ; other privilegea on the same stream below su- 
perior to this, though unoccupied. These privileges are in the 
northeast part of the town at the upper end of the Hobbs and Fish 
ponds. All of the mills are Icicated within from ten to twelve miles 
of Bockland, and from seven to nine miles of Camden ; both very 
good markets. The soil generally good for producing crops ; rather 
rocky and hilly. 

HouLTON — Aroostook County. 
Digested from Selectmen's Returns, 

SEVEN POWERS. 

These are situated upon the south branch of the Meduxnakeag 
river and its tributaries, and are known as the ''Cary,'' the '^ Page 
and Madigan," the "Ham," ** Logan," "Mansur," **Cressey" and 
^'Houlton" water-powers. The Cary privilege has a fall of about 
thirty feet ; the others of about twelve feet. 

No accurate measurement of the power has ever been made. ** but 
it is sufficient for the largest manufactories ; water abundant all the 
year." The power is improved in two grist mills, four saw mills, 
two carding mills, two cabinet shops, one tannery and a machine 
shop and foundry. Numerous lakes and large streams ; the lakes 
can be converted into large reservoirs at small expense. 
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Freshets never destraotive; sites for building very excellent; 
proprietors would aid in a thorough survey. Bock suitable for 
building close at hand ; three-fourths of the town cleared. 

The improyement of the power has had a marked efiect upon the 
wealth and population of the town, and if adequately carried out 
would double both in two years. '' There is a most excellent oppor- 
tunity for factories, especially woollen jGictories. We raise the best 
of wool, in great quantities, which now goes to Boston and then 
comes back to us in cloth. Other manufactories are greatly needed 
and we can offer the higfiest* inducements." The soil in this region 
is a deep rich loam, underlaid by clay. 

Market, Boston and Bangor ; the former by the St Andrews R. 
B. and steamboat '' Our great trouble, in years past, has been 
means of access to the rest of the world. The railroad above 
mentioned has begun to give us relief. The opportunities and ne- 
cessities for manu&cturing here are very unusual." 

HowLANB— Penobscot County. 
Digested from Selectmen's Returns, 

[See alBO « Enfleld Mid Howland."] 
TWO POWERS. 

First, the '* Rowland Falls," at the mouth of Piscataquis river. 
Height twenty feet, produced by a dam of that height, which ponds 
the water back one mile ; the power is that of the whole Piscataquis 
river. Four saw mills already built ; room and power for six more ; 
machinery badly out of order. Owned by N. J. Miller, of Portland, 
and Albert Emerson, of Bangor. 

Second, a power on Seboois river ; unimproved. 

Freshets harmless if reasonable precautions be taken ; an old 
mill, much decayed, carried away years ago ; no damage from ice. 

The Piscataquis power is about going into the hands of parties 
who contemplate great improvements. '^We hope to send you soon 
a more satisfactory account" '^We are confid^t that our power, 
(including that on the Penobscot), suitably improved, will make 
this one of the first manufacturing towns in the country." 

Hudson — Penobscot County. 

[See Appendix.] 
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Industry— Fkanklin Couhtt. 
Digested from Selectmen's Statement. 

TWO POWERS. 

First, at the outlet of Clear-Water pond, known as "Allen's 
Mills"; tbirty-tbree feet fall in fifty-five rods. Eight hondred 
inches of water, under a twelve foot head, operates twelve hours 
per day through the year ; machinery is not of the best oonstme- 
tion ; there is a grist mill with three runs of stones, a saw mill| 
shingle, clapboard and lath machines, and shovel-handle ftotoiy; 
also a tannery, with water privilege suflScic|pt to use one hundred 
cords of bark per year ; the dam, at the fi)Ot of pond, may be raised 
three feet ; any quantity of rocks tor building purposes ; the pond 
contains from 1,500 to 2,000 acres; water deep and clear; absolute 
immunity from danger by freshets. 

Six miles from Farmington depot, good roads; 15,000 dos. shovel 
handles manufactured last year, and hauled to depot for two cents 
per doz. 

Second, '' West's Mills," on a small stream at or near the east 
line of the town ; thirty feet fall in fifty feet running distance ; a 
saw mill and shingle machine; run about two months per year; a 
grist mill, three runs of stones, operates about ten months per year. 
Two stores and a small village at this point. Ten miles from Farm- 
ington depot 

ISLESBORo' — Waldo County. 
Digested from the Statement of the Selectmen. 

TWO POWERS. 

First, at the outlet of a pond, the area of which is twelve acres, 
and which may be increased to twice that size by means of a cheap 
dam ; an eight foot greater head than the present may be had and 
water sufficient to carry a grist mill two-thirds of the year. This 
pond lies one-third of a mile from the sea shore. 

Second, on the same stream, just at its mouth ; with another 
dam, the water may be used again to as good advantage as at the 
pond. 

From the pond to the sea line there is a total fall of sixty feet 
There is no use made of the privilege. The outcropping and under- 
lying rocks are shale. 



8b0rbtabt8 bxpobt. 168 

Jacksok — ^Waldo County. 
Digested from the Selectmen's Returns, 

FITE POWERS. 

First, on Hadly brook, saw mill ; fall foarteen feet. 

Second, Third, Fourth and Fifth, on Marsh stream ; total fall of 
the four combined, sixty to seventy feet in three-foorths of a mile ; 
two saw mills, one grist mill, and a shingle mill ; operate from one- 
third to one-half of the year. Power only partially improved. So 
&r as improved, has built a village of twenty houses. 

Rose wheel used. No lakes or ponds. Artificial reservoirs feasi- 
ble to some extent Basin one-third wooded. Mills have cut this 
year 600,000 feet hemlock boards, 1,000,000 shingles, 25,000 feet 
vessel plank. Total value, $7,800. 

Market, Belfiist, by road ; '' hope soon to have a railroad." 

Jay — Franklin County. 
Digested from Selectmen's Returns. 

FIYE POWERS. 

First, '* Stubbs' Mill " on a small stream in the eastern part of 
the town ; a saw mill in course of erection. 

Second, << Looks' Mill," in the north part of the town, on a small 
stream a saw mill ; that does good business sawing lumber spring 
and&ll. 

Third, " Jay Bridge Falls," on the Androscoggin river, about 
three miles above Livermore falls. The total height of the falls at 
this point is estimated at twelve feet, attained in a running distance 
of six rods. A good modem dam, built this season; only a 
saw mill upon it ; privilege owned by Hon. John Lynch, of Portland. 

Fourth, about one mile below Jay Bridge, "French's Falls" on 
the Androscoggin. Total height of these &lls ten feet; no part of 
the power is improved ; privilege owned by Maj. Stillman Noyes, of 
Jay, on the east side of the river, on the west by E. Treat, of East 
Livermore. 

Fifth, below the above named falls, the " Otis Falls" on the 
Androscoggin, situated about about one-half mile above Livermore 
falls. The total height of said falls is fourteen feet, within a run- 
ning distance of six rods ; no part of this power is improved, either 
by mills or dam. Ic is owned by Capt. Ezekiel Treat, of Livermore 
fidls, and Dr. Ealbum, of Lewiston. 



•!i4 



264 HTDBOaKAPHIO BUEVBT. 

Granite is abundant in the yicinity of all the before mentions 
falls ; a large quarry within one mile of Jay Bridge falls, with d 
scending ground the whole distance. Lay of the land upon all tl 
powers, all that could be desired for convenience. Proprietors wou 
probably aid in a survey. 
._ Market, Portland and Boston, by rail 

If the low summer run at Jay bridge be assumed to be twenty pi 
cent, less than at Lewiston, or 75,200 cubic feet per minute, tl 
resultant power for the whole series of falls would be 3,744 n 
horse-powers, or 204,640 spindles. 

Jeffbrson — Lincoln County. 
Digested from the Statemeni of the Selectmen. 

TEN POWERS. 

First, a privilege on Dyer's river, a single-saw and shingle mi 
chine. The fall from the top of the bulkhead to the bottom of tl 
wheel is eleven feet eight inches. Lnproved machinery put in la 
fall. Guts out what would be equal to 300,000 of lumber. Wil 
a good dam (easy to construct), mill could be run eight months i 
the year. Good chance on one side for a grist mill, or other mi 
chinery. The forest adjacent consists of pine, about 3,000,000 ( 
4,000,000, white and red oak, maple, birch, &c. 

Second, about two miles further up ; a grist mill, one run < 
stones, a carding and fulling mill, and on the other side a stave ai 
shingle mill ; fall about ten feet ; water to grind most of the time. 

Third, one-half a mile further up, an old saw mill about TotU 
down ; a good privilege ; fall about nine feet. It is at the outlet 
Dyer's pond. The pond is three by one-half miles, with anoth 
pond tributary to it, one by one-half miles. 

Fourth and Fifth ; the brook connecting the ponds has two &lls,- 
one, seven feet, the other, ten feet. 

Sixth and Seventh, in the north part of the town on the Weel 
stream ; two saw mills ; fall about eight feet. The two could sa 
about 500,000 a year. 

Eighth, on the Jackson stream ; mills consist of saw and grii 
mill ; saw spring and fall ; grist mill runs most of the time. 

Ninth, in the northwest part of the town ; stave and shingle mil 

Tenth, stave and shingle mill. 
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JOHBSBOBOtJGH — ^WASHINeTOK COTJNTT. 

[8m A^ptediz.] 

JONBSPORT — ^WaSHINOTOK OoUNTY. 

Digested from Selectmen's Returns. 

OHE POWER. 

Situated on Indian river ; fall ten feet ; power onl j partially im- 
proved, in dama and mills ; mills operate one-half of the time. Tur- 
bine wheel used. No lakes or ponds. No artificial reservoirs 
feasible. 

Underlying rock, syenite. Little forest ; lumber all gone. Mar- 
ket, all points, by sea. 

KeNDTJSKEAG — PBKOBSCOT CoUNTY. 

Digested from Selectmen's Returns. 

FOUR POWERS. 

First, '' Eenduskeag Tillage Power"; "Garland's Mills" on the 
east side, " Hodsdon's Mills " on the west side of the stream. 

"Garland's Mills"; production, 1,500,000 feet board measure, 
4,000,000 shingles, 40,000 bushels grain, '^fiodsdon'e Mills"; 
production, 1,000,000 shingles, 300,000 staves, 100,000 heading 
boards, 12,000 lbs. wool, carded. 

Second, ** Higgins' Mill," one and a quarter miles above the fore- 
going power ; production, 700,000 board measure, 1,500,000 
shingles. 

Third, '<Toung's Mills," on Bog brook; production, 800,000 
shingles. 

Fourth, << Piper's Mills," on Bog brook; production, 200,000 
board measure. 

Grist mills work all the year; the others might, but do not 
probably more than half the year. Machinery of the best construc- 
tion. Tuttle's centre-vent wheel used chiefly. 

Range from low to high water about seven feet. " For the last 
five years all the mills on Eenduskeag river could have run all the 
year round. The volume of the stream seems to have increased." 

Improvement of the power has had some influence upon the wealth 
of the town, but far less than would result from the employment of 
more capital and enterprise. 

Market, Bangor, by turnpike, ten miles distant 
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Ebnnebunk — ^YoRK County. 
Digested from Selectmen's Returns. 

SEVEN POWERS. 

First, Second and Third, '' Moosam Village falls," at the head < 
tide on Moosam river, two and a half miles from the sea. Divide 
into three pitches ; total height of fall forty feet The lower, to the fix 
of which the tide flows, has no dam. The second has a. sash and blin 
Ceustory, machine shop, saw mill, shingle machine, with circuh 
saws. The upper has seventeen feet &11 ; two cotton mills and 
grist mill. 

Fourth, two miles above, on the same stream, *' Lord's Gottc 

Mills/' eight feet fall. 

Fifth, one-half mile above, '* Davis' Lumber Mill," nine to te 
feet fall. 

Sixth, one mile up, ^'Yamey's Falls"; twelve feet &11. 

Seventh, one mile further up, '< Great Falls," fall forty-five fee 
with a natural stone dam and some '* twelve hundred horse-powera 
one of the best powers in the State ;" entirely idle ; owned by Dam 
Fitch & Thompson. 

From Great falls to Mousam Village falls, is 150 feet descent, tl 
distance five miles. Stream very constant, being fed by man 
ponds, amongst them the Great Mousam pond, seven miles lonj 
power could be increased one-fourth by the improvement of ti 
I - ponds for reservoirs ; total range of water from low to high, 8*5 fee 

The falls are bounded all about with ledge ; one-fourth of the bas: 
covered with woods. 

Market, Boston and Portland, by railroad, also all parts by sea 

Kbnnkbunkport — York County. 
Digested from Selectmen's Returns. 

EIGHT POWERS. ^ 

First, John Smith's saw mill ,- height of falls about ten feet ; sa' 
quite an amount of lumber. 

Second, Jacob Curtis' saw mill and shingle mill ; falls about t 
feet high ; both in middle part of town, on small streams. 

Third, Moses Nason's saw mill and carding mill, on Kennebui 
river. 



I 
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Fourth, Edwin Hatching' shingle and clapboard mill ; saws 50,- 
000 per year ; on a small stream. 

Fifth, Ooff's mills, Andrew Merrill's shingle, saw and grist mill; 

Sixth,. Perkins' mill ; falls some twelve feet ; near the sea. 

Seventh, Goodwin's mill ; saw mill ; small stream ; does but little. 

Eighth, tide mill, James D. Perkins, in village ; grist mill, valu- 
able. 

Some of the above named do not have water only a small part of 
the year, as the streams are dry in dry seasons. Some do but little 
business. 

KiNQSBUEY — Piscataquis County. 

[5«6 Appendix.] 

KiNawBLD — ^Franklin County. 
Digested from Selectmen's Returns. 

TWENTY-FOUR POWERS. 

Twenty of the above are situated on the Carrabasset river, one 
on Indian stream, one on Dutton stream, one on Tufts stream, and 
one on Rapid stream. 

The fall on the Carrabasset is stated to be twelve feet in fifty rods. 
This statement is understood to apply to the single power at King- 
field village. No information given about the height of the other 
fidls, or of the sum total of available power, more than is implied 
in the general averment that '* we have the largest power in any 
town in the State, so far inland, and not situated on any one of the 
largest three rivers." 

On Carrabasset falls, (at the village), four up-and-down saws 
might be driven the year through. Only a part of the power has 
ever been improved ; what mills there were were lately burned. 
The Carrabasset is connected with small lakes and ponds ; it drains 
a large area of country ; total range firom lowest to highest water, 
twelve feet. 

A large proportion of the basin of the stream still wooded. The 
improvement of the power has added decidedly to the wealth and 
population of the town ; the loss of the mills by fire, is severely felt. 
Total yearly products, $8,000. 

Market, Farmington, by road. 



168 HTDBO€ttAFHIO BUBVST. 

EiiTXBT — ^YoBK County. 

[5«6 Appwdlx.] 

Lagranqb — Pbnobsoot County. 
Digested from Selecimen^s Returns. 

FOUR POWERS. 

First and Second, on Dead stream; Third on Birch stream; 
Fourth, '' Slate Falls," upon Hemlock stream. The fiedl at each 
privilege averages about eight feet in three rods. 

There are two mills on Dead stream, valuable powers ; operate 
about three-fourths of the year ; capacity not known to the reporter. 
No mill on Hemlock stream. Formerly was a mill on Birch stream, 
now not in use. 

Two small ponds connectec[ with Birch stream. They can be 
improved for reservoirs. The basin of Hemlock stream heavily 
wooded. 

Marketj Bangor, by road. ''A railroad is to be built" 

Lebanon— York County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

All are situated on the Salmon Falls river. • The upper, or most 
northern, is directly opposite the Three Ponds village in Milton, and 
is known as the ''Three Ponds Privilege"; about two miles below 
is another, near the mill of Skates & Lyman, and known as the 
*' Skates & Lyman Privilege." Below this, directly opposite East 
Rochester, is the ''East Rochester Privilege." 

Upon the lower fall, on the Rochester side, are two woollen mills, 
one of brick, the other wooden ; each four stories high, one hundred 
and fifty feet in length, and fifty-four feet wide, in which are eleven 
sets of woollen machinery. These mills run the whole year and 
have a full supply of water. The capital is one hundred thousand 
dollars, and half a million dollars worth of goods are manufactured 
per year. The Cocheco Manufacturing Company own those mills. 

The total height of the falls, on each of these powers, is twenty 
feet to about nine hundred feet in running distance. Ifo estimate 
of the power has been made to our knowledge. The power is not all 
improved. There are a saw mill, grist mill, &c., on the upper, and 
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Botfiing on tbe two lower, on the Lebaooo sido. We consider each 
of tbe powers capable of carrying as mnch machinerj as is now 
used at East Bochester ; there are two dams now oonstmcted. The 
mills work all tbe year. The machinery is of the best construction. 
The npper dam is owned by tbe Great Falls Manufacturing Com- 
pany; tbe middle by Skates k Lyman, and the lower by the Go- 
checo Manufacturing Company. 

The stream is connected with lakes and ponds, with East pond in 
Wakefield, N. H., and several large ponds in Maine. The Acton 
pond is commanded as a reservoir to the depth of twenty-five feet 

The rocks about the falls are not suitable for building purposes ; 
the land would be convenient to locate mills upon. Tbe forests 
about the stream have been considerably cut ofil The building of 
mills on the New Hampshire side, has increased the population in 
our town and made the real estate more valuable. The land and 
fiurms, in the vicinity of the power, have already increased one-half 
in value. Our Market is at Great Falls, N. H., and East Rochester. 

Lbb — Penobscot County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

All are situated on the west branch of the Mattakeunk river. 
They are called the ' 'Mattakeunk Falls." Total descent, one hun- 
dred feet in two and a half miles. 

Only a small part of the power is improved, in dams and mills ; 
part of the mills operate all the year, part one-half, part one-fourth. 
Stream fed by Mattakeunk lake, which covers 1,000 acres. Its 
capacity can be readily increased. No rocks. One-half of thet 
basin of tbe stream covered with woods. 

Blarket, Bangor, by road. 

Leeds — Androscoggin County. 
Digested from Selectmen's Returns. 

[See ftlso " Leeds and Tarner."] 
EIGHT POWERS. 

First, on Cushman's Mill stream ; grist mills ; in former years 
used also for saw mills. 
Second, fifty rods below ; shingle machine, etc. 
Third, on Coffin's Mill stream ; saw and shingle mills. 
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Foarth, on Bridgbam stream, unimportant ; formerly grist mill 
and carding mill. A considerable pond connected. 

Fifth, on Mason brook, not used, formerly a grist^iill. 

Siztb, on a small stream in the north part of the town^ a sbinj^ 
mill. 

Seyenth, not used, in northwest part of the town ; operates a 
shingle mill. 

Eighth, a small but good power in southwest part of the town; 
formerly a saw mill. Not used. 

The Androscoggin pond, on the confines of Leeds, is connected 
with the Androscoggin river by Dead stream, and the pond Ijing 
upon the same level as the river, the waters flow in and out accord- 
ing to the stage of the river. 

The water-powers, though not large, are susceptible of much mm 
use than is now made of them. 

Market, Lewiston, by road or rail. 

Lbeds and Turner — ^Androscoggin County. 

From the Returns of Leeds and TSvmer^ arid of M, T. 

Ludden, Esq. 

[See also " Leeds''; and " Turner."] 
ONE POWER. 

First, the ** North Turner Falls." The Androscoggin river 
forms the dividing line between Leeds and Turner for about eight 
miles. At North Turner bridge, sixteen miles above Lewiston, 
there is a fall of about six feet; thirteen feet according to the state- 
ment of Mr. Ludden. 

The natural force of the water is so great that a saw mill has been 
run here by its means. There is now no improvement soever. 
''The privilege is its natural facility, including building materials, 
sites for mills, etc.; is judged quite equal to that at Lawrence, Mass. 
This judgment is based upon observations made at the time of the 
building of the dam and laying foundations at that place." An 
island in the river at the fall diminishes the required length of dam. 

Letter E Plantation — Franklin County. 
Digested from the Assessors^ Returns. 

FIVE POWERS, AND MORE. 

There are two sets of falls on the Sandy river. The upper have 
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a deBCMit of about thirty feet ; the lower consist of four saccessive 
pitches, which average about twenty feet each. They are capable 
of carrying a large number of mills, and have good supply of water the 
greater part of the season. They are located on the road leading 
fiEom Phillips to Bangely lake. There is any amount of timber in 
their vicinity, which can be got to the privileges on a down-hill 
grade; there is also a good market for manuEactured lumber. 

Other &lls are situated on the North branch of the Sandy river, 
the descent of which is ninety feet 

Levant — Pbnobscot County. 
Digested from Selectmen's Returns. 

FITE POWERS. 

All the above are situated on Black stream, or its tributaries, and 
are located respectively at Levant village. South Levant, West 
Levant, and in the westerly part of the town. 

First, " Wiggin's Mills," at Levant village, a fkU of ten feet in 
a running distance of one hundred and twenty-five rods. No esti- 
mate of this power, by measurement, has ever been made. One saw 
mill, one shingle mill, and a lath machine, all of which run six 
months each year, and some parts of the machinery during the 
whole year, manufacturing from 200,000 to 500,000 long lumber, 
from 800 000 to 1,000,000 shingles, and 100,000 laths, of an ag- 
gregate yearly value of about $7,000. 

There are no natural lakes or ponds connected with this power, 
but by constructing a dam a half mile above the mills, thereby form- 
ing an artificial pond several miles in length, the power would be 
available throughout the year and one of the best in the State. The 
total range from low to high water, where the stream is unob- 
structed, would not exceed seven feet The stone about the fdXU is 
a coaree slate, easily rifted, valuable no doubt for building purposes, 
and is generally used in the vicinity in the construction of dams, 
cellar walls, &;c. The land slopes gently for ten rods to the brink 
of the stream, and is quite favorable to the erection of mills, work- 
shops, &;c.; about one-half the basin of Black stream is covered with 
forest. 

Second, the power at South Levant, known as *' Weston's Mills," 
has a fall of about fifteen feet in a running distance of two hundred 
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rods. One circular saw mill and one shingle mill ; a grist mill and 
clapboard mill, all of which ran about half the year, emplojing 
nearly all the power, excepting* at times of high water, and manu- 
facture about $7,500. Remarks on power at Wiggin's mills, re- 
lating to ponds, range of water, soil, laj of land, and marketSi 
apply to this power. 

Third, a small power occupied by a shingle mill, one mile from 
South Levant, on what is known as the '' Horseback Road "; fidl of 
about eight feet in a running distance of one hundred rods, and oa- 
pable of manufacturing yearly about 500,000 shingles, but at pres- 
ent is not employed to any extent. Perhaps 50,000 shingles may 
have been manufactured during the past year. 

Fourth, the fall at West Levant, known as '' White's Mill," has 
a fall of twenty feet in a running distance of one half mile ; is oc- 
cupied by a saw and shingle mill, which manufactured, the past 
year, about 300,000 long lumber and 300,000 shingles, and is ca- 
pable of doing much more. This mill can run from four to five 
months in a year, and the past year has manufiictured lumber to the 
value of about $4,000. 

Fifth, the power in the west part of Levant, known as " Emer- 
son's Mills," has a fall of twenty- two feet in a running distance of 
twenty rods, and at present is occupied by a single saw mill — form- 
erly by two saw mills ; will operate one mill from three to four 
months per year. Manufactures 200,000 to 300,000 feet of long 
lumber, of the value of about $3,400. 

The only market for all lumber manufactured in this town is at 
Bangor, to which point it must be drawn by teams. 

Lbwiston — Androsooqoin County. 

Digested from Memoranda Furnished by A, D, Lockwood, 

Esq. 

THREE POWERS. 

First, **Lewiston Falls," on the Androscoggin river, twenty miles 
above its junction with the Kennebec, and forty miles by the river 
from the ocean. 

How Formed, — By a ledge of gneiss and mica schist, crossing 
the river diagonally, which is so extended as to form the bottom and 
sides of the stream both above and below the falls, and which pro- 
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jeets above the level of the water in seyeral small rooky islets, that 
serve as abatments to the dams. 

Height, — Of the natural fiill, thirty-eight feet, which with dams 
of an average height of aboat twdveifeet, produces an available 
power of fully fifty feet head. This descent is attained in a hori- 
lontal distance of 600 feet 

Volume of Water. — Yolame at lowest water, 94,000 cabic feet 
per minute. Volume now used, 58,000 cubic feet. By the im- 
provement of the Umbagog and other adjacent lakes, the available 
volume at the lowest summer run could be increased to at least 
150,000 cabio feet per minute. 

Power. — At the lowest run of water, 6,666 horse-powers, or suf- 
fieient to drive cotton mills containing 400,000 spindles. Of this 
2,500 horse-powers or 150,000 spindles, remain unappropriated. 
As above implied, the power can be largely increased by the im- 
provement of one chain of the principal lakes. The power is per- 
fectly secnro against all possible contingences of ice or floods. The 
total range from the highest to the lowest water is about eight feet 
on the dams. 

The above calculation is based on 11 hours per day, working 
time, for 6 days each week, and what is meant is, that there are 
872,240,000 cubic feet of water passing this place, which can be 
held back during nights and Sundays, so as to be all used in the 6 
working days of 11 hours each. 

Lay of the Land, — Exceedingly favorable for the location of 
manufiu^turing establishments, there being two natural levels on the 
margin of the river, the lower allowing twenty-two feet fall, the 
upper twenty-eight feet ; and there being also abundant room for 
factories employing the whole power. The levels are sufficiently 
distant from the river and from each other to afford ample space for 
the largest establishments, with their yard room, boarding-houses, 
etc 

The territory removed from the river is favorably disposed for the 
location of streets and building lots, and for the growth of a large 
city. Seven acres have been elegantly laid out as a public square. 

Incidentals, — Firm foundations for the large mills are easily ob- 
tained at trifling cost. Bricks of the best quality aro made close at 
hand. Stone is procurable in unlimited quantities. Lumber is 
supplied by the country above and adjacent The surrounding na- 
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tive population of formers furnishes the operatives for the greater 
part. 

Accessibility, — licwiston is connected with the seaboard by two 
lines of railway, and is within ejz and a half hours of Boston, one 
and a half of Portland, and one hour and a quarter of Bath. Cot- 
ton can be brought to its warehouses, from Mobile or New Orleans, 
as cheaply as to Lowell or Lawrence ; and transportation of either 
raw material or manufieustured goods can be effected at as little eoal| 
as to or from any other of the large interior manufacturing towns of 
the country. 

Improvements. — Four dams, eight hundred and fiffy feet in ag^ 
gregate length. Guard locks, with seyen sluiceways, 9 x 12 feel; 
main canal 64 feet in average breadth in the clear, and designed ftr 
twelve feet depth of water. Cross canal 40 feet broad in the cletfi 
10 feet of water. The dams and guard locks are oonstmoted of 
split granite, in the most solid and substantial manner. 

Proprietorship. — ^The power is owned by the Franklin Com* 
pany. Office at Lewiston ; agent, A. D. Lockwood. 

Corporations, — The various manu&cturing companies noWi in' 
occupation of the power, are as follows, viz : 

Bates Manufacturing Co,, David M. Ayer, Agent Incorporated 
1850. Commenced operations 1852. 



Capital stock. 

Females employed. 
Males " 






$1,000,000 

40,000 spindles. 
8 sets machinery. 

• • • oOv 

850 


Horse-power, 
Water-wheels, 




• 


oUil 

6 turbines. 


Buildings, 

Goods manufactured, 




• 


Briek. 
Cotton and woollen. 


Production — Cotton, 

Woollen, 






5,707,372 yards cloth per year. 
1,417,949 pounds '* " " 

226,155 yards cloth per year. 

146,912 pounds " ** *« 


Hill Manufacturing 
1850. Commenced 


Co., Josiah G. Coburn, Agent. Incorporated 
operations 1854. 


Capital stock, 


. 




$700,000 



Mills, 
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Spindles, 


. 


. . 


51,200 


Females employed, 


. 


• • 


. 800 


Malee, 


. 


. . 


200 


Hone-power, 


. 


. . 


. 800 


Water-wheeb, • 


• 


a . 


. 4 turbines. 


Bnildingi, 


• 


. . 


Brick. 


Goods mana&ctared, 


• 


. • 


Cotton. 


Prodaotion, j 




7,087,858 yards cloth per year. 
1,768,770 poundu " " " 


Androscoggin MiHSf 


• 
Amos D. 


Loekwood, Agent. 


Incorporated 


1860. Commenoed 


operations 


1860. 


• 


CSapital stook, 




• . 


$1,000,000 


Mills, 


. 


• . 


2 


Spindles, 




• • 


50,000 


Females employed, 


. 


• . 


788 


Males, " 




. . 


812 


Horse-power, • 


. 


• • 


800 


Water-wheels, 




. . 


5 turbines. 


Bnildings, 


. 


• • 


Brick. 


Goods manu&ctared. 




• . 


Cotton. 


Pirodaction, 




6,500,000 yards cloth per year. 
1,750,000 pounds " " " 
1,800,000 grain bags " '' 
1,800,000 ponnds " " ** 


Continental MiUs^ Stephen I. Abbott, Agent Inoorporated 1865. 


Commenced operations 1866. 


• 




Capital stook. 


. 


. . 


$900,000 


Mills, 


• 


• • 


1 


Spindles. 


• 


• . 


27,860 


Females employed, 


. 


• . 


895 


Males, *< 


• 


. • 


176 


Horse-power, 


• 


• • 


440 


Water-wheels, 


• 


• • 


8 turbines. 


Bnildings, 


• 


• • 


Brick. 


Goods mann&etnred, 


• 


• • 


Cotton. 


Ptodnction, j 




5,600,000 yards cloth per year. 
1,400,000 pounds " " " 
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Franklin Company^ A. D. Lockwood Agent. Incorporated 1854. 

Commenced operations 1857. 

This company owns the water power, canals and the adjoining 
land around the falls on both sides of the riyer, also several hui- 
dred acres of land in and around the more thickly settled portion of 
the city. They also own the following property, viz : 
Lincoln Mill, J. K. Piper, Agent 

Mills, * . . . . • 1 

Spindles, . ... 20,000 

Females employed, 28Q 

Males *' .148 

Wheels, .2 tarbkit. 

Buildings, ..... BridL 
Goods Manufactured, . Gottxm. 

Grist Mill Building, occupied by Bradley, & Co., manufiiotaren of 
flour and meal. 

D. Cowan & Co., manufacturers of woollen goods, also dyeing tod 
bleaching woollen and cotton yams, employing 27 females, 25 
males. 

H. H. Dickey, manufacturer of belting and covering rollers, em- 
ploying 10 men. 

Wheels, .8 turbines. 

Saw mill, occupied by S. B. Bearce & Co., manufacturers of 
lumber, 

Water wheels, . . . . 5 

Lewiston Bleachery and Dye Works, occupied by H. W. Farrell. ' 

Capacity for bleaching and dyeing, 8 tons per day. 

Females employed, . . . . 14 

Males, ..... 204 

Water wheels, .1 turbine. 

Mechanic shops, occupied by 0. B. Morse, stair builder; David 
Scott, manufacturer of weaver's reeds ; 0. 11. Littlefield, doors, 
sash and blinds; L. W. Gilman, bobbins and spools; Bufns 
Stevens, machinist. 

Water wheels, ... 2 turbines. 
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LfwLiton Mills, Marshall French, Agent. Incorporated 1853. 




Coniaienoe<i operalions 1853. 




Capital stock, . . . . S500,000 




Mills, ... 2 




Spindles, ... . . 17,880 




FemalcB employea, . ... 460 




Males " .... 211 




Horae powers, . . . . .450 




Waler-wheela, . . . . 3 turbines 




Boildings, .... Brick. 




Goods manufiictured, . . . Cotton and Jute. 




p™d„.«o.-c=t»„, s i,ll',i'/;*d.r."i'!r^r' 




Jate used, . 1,679,281 pounds per ;ear. 




Cotton and jute I>ags, . . 1,233,423 per year. 




Levislon Falls Manujacturin^ Co., John M. Frje, Agent In- 




^^^ corporated 1834. Commenced opemtions 1834. 




^Bipital stock, $60,000 




^KniB. 




^^^eta machinery, .... 6 




FemaleB employed, . . . .45 




Malefl '■ . . . . 40 




^^ffiorse-power, . .100 




^^Hater-wheels, .... 2 




^^^nildings, .... Brick and Wood. 




Goods manuractured, . . . Woollen. 




D»^..«i™ S 225,000 yards cloth per year. 
^Production, J 200,000 ^unds " ^ '' 




^^K General Slalislics and Sumntary. 




^^^fomber of manoractaring companies, 15 




Capital inmted, .... $5,000,000 




Number of cotton mills, .... 9 




Spindles, ..... 220,000 




Water-wheels, ..... 38 




Power used for cotton mills, 8,066, ) 




^_ " " " other purposes, 500, )■ 6,666 horse. 




^^ower not used, 2,500, ) 




1 


^ 
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Females employed, 


• 8,664 


Males ** 


1,660 


Annual production — 






28,409,344 yards cotton clotL 




8,818,495 pounds " •« 




451,155 yards woollen '' 




846,912 " " " 




8,083,423 grain bags. 




1,679,281 pounds jute used. 


Population of Lewiston, 


13,000 


«' ** Auburn, 


8,000 


Valuation of Lewiston, 


$5,500,000 


'* ** Auburn, 


$1,680,000 


Number of churches in Lewiston, 


7 


'* ** school-houses. 


.27 


*' '' schools, . 


• • 88 



Expenditures for school purposes, 1866-7, . $53,278.58 

In 1850, when operations commenced for the improvement of the 
power, the population was only about 4,000, and the total valuatioQ 
$625,596. It is not presumed that the growth of the city has, by 
considerable, reached the limit due to even the present improvement 
of the power ; but even at its present stage it strikingly illustrates 
the rapidity with which water-power, when adequately improved, 
under favorable conditions, accumulates wealth and augments popu- 
lation. If all the available lake surfaces of the Androscoggin were 
as thoroughly improved as those of the Merrimac now are, the popu- 
lation of the city would probably go up to over 40,000, and with 
Auburn, which is divided from Lewiston only by the Androscoggin, 
would probably reach at least 50,000. 

It will be seen that the population of Lewiston and Auburn is 
21,000, and a part of the growth of Auburn is the result of the 
improvement of the water-power here, for though there are ho 
factories there, many live on that side of the river who do business 
in Lewiston. 

Second, Lewiston Lower Power, two miles below Lewiston Falls, 
on the Androscoggin river, of 1500 horse, which has not yet been 
improved. 

Third, two miles up the river, at **Deer Rips," there is unim- 
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proved power of at least 2,500 horse ; the two together being sufficient 
U> drive cotton mills containing about 250,000 spindles. 

These constitute the principal powers within the limits of Lewis- 
ton, though there are some smaller ones used for saw mills, grist 
mills, &c. 

Lexington — Somerset County. 

[Sm Apiwndix.] 

Liberty — Waldo County. 
Digested from Selectmen's Returns. 

TWENTY-FIVE POWERS. 

These are situated on the St. George and Sheepscot rivers. First 
to the Fifteenth, (inclusive), in the first mile below the outlet of St. 
George's pond. The fall in that mile is 150 feet. Improvements, 
tanneries, saw mills, grist mills, stave and shingle mills, shovel 
handle factory, and many others. Part of the mills operate all the 
year ; a part stop two or three months for want of water. 

Streams connected with many lakes and ponds ; artificial reser- 
voirs feasible ; freshets not very destructive ; few rocks. The use 
of the power has greatly benefited the town; 

Market, Belfast, by road. 

Limerick — ^York County. 
The Statement of H. H, Burbank^ Esq. 

[See also *< Limeriok and Waterboroagh."] 
EIGUT POWERS, OR MORE. 

On Brown's brook, so-called, are "Folsom's Mill," ** Holland's 
Factory," and an unimproved power called the '^ Old Foster Mill 
Privilege," latterly called ^'The Enterprise"; and '^ Bradbury's 
Mill." On Staples' brook are "Durgin's Mill," and the old 
"Jackson Privilege," the latter unimproved; on Fogg's "brook, is 
an unimproved power called the "Fogg Mill Privilege," also 
"Dole& Gilpatrick's Mill." 

First, "Holland's Factory"; manufactures woollen goods; has a 
natural fall of twelve feet in a distance of five rods, with a dam of 
twelve feet head besides ; never before measured. About half of 
the power is improved, with mills and dams ; works the year round ; 
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runs 1,144 spindles, could carry 2,800 do. ; iron machinery; breast 
wheel, twenty feet ; mill owned by Joshua Holland ; stream is con- 
nected with three ponds, two of which are one and one-half by one and 
one-half miles ; and one is one by one-half miles. At the outlet of 
two of these, dams could be easily constructed ; the other has a 
dam ; range of eight feet between high and low water ; granite 
around the falls ; good location for shops and houses near the mill ; 
owner not disposed to pay for survey, not being disposed to sell, 
as he is making money ; basin of stream nearly all cleared. Twelve 
years ago the owner bought the power, then not in use for soma 
years ; he now pays heaviest tax in town. Aggregate annual value 
of his manufactures will, probably, reach $150,000; made for 
Boston and New York markets ; situated ten miles from line of 
Portland & Rochester Railroad ; and thirty miles from Portland. 

Gravelly soil at the fall. There is, also, a saw mill on the same 
fall, and a shingle machine, both working the year round; eaoh 
having one saw. 

Second, ** Bradbury's Mill," is situated about one-fourth mile 
below the former ; has a grist mill and a shingle machine ; two feet 
fall, (natural,) in eight rods; small dam of three feet head; mainly 
worked with waste water of Holland's; could be much improved; 
good banks ; worked the year round. 

Third, " The Enterprise," formerly ** Old Foster Mill Privilege," 
about one mile below Bradbury's mill ; unimproved ; has a Ml of 
five feet in twenty rods; once used; had dam with ten feet head in 
fair condition; stream about two rods wide here; steep banks; 
sandy soil ; rocks enough for building purposes. 

Fourth; *' Folsom's Mill" completes the list of powers on Brown's 
brook ; grist mill ; did not survey power ; runs about three-fourths 
of the year ; proprietor intends to improve the power and build mills 
for sawing boards, shingles, &c. 

Fifth, ''The old Jackson Mill Privilege," situated on Staples' 
brook ; formerly, but not now, improved. Has a natural fall of 
eleven feet in running distance of twelve rods ; steep banks ; excel- 
lent opportunity for building dams; plenty of rocks; small stream; 
not connected with lakes cr ponds ; good location for shops. &c. ; 
would be disposed to help bear expense of survey. 

Sixth; ''Durgin's Mill'' is also on Staples'*brook ; small power, 
for sawing lumber ; have not estimated it 
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Seyenth, on Fogg's brook is " The Fogg Mill Privilege," not 
now improved ; has a fall of sixteen feet in eighty rods, with quick 
water above and below ; narrow carrent ; steep banks for eighty rods 
or more ; any quantity of rocks on and in the banks ; the old dam 
had head of eleven feet. 

Eighth; a mile below this is **Dole & Gilpatrick's Saw Mill," 
catting lumber nearly the year round ; three feet fall in ten rods. 

There are, besides the estimated powers, some privileges for saw- 
ing lumber and grinding grain sufficient for the adjacent neighbor- 
hood, but not worthy of note in this communication. 

LiMBRICK AND WaTBRBOROUGH — YORK CoUNTY. 

Digested from the Returns of H, H, Burbankj Esq.^ of 

Limerick. 

[See also " Limerick"; and " Waterborough."] 
TWO POWERS, 

First, on Little Ossipee river ; privilege occupied by the Water- 
boro' Manufacturing Company on the south side, and by Stimson^s 
grist mill on the north or Limerick side ; grist mill has three runs 
of stones; operates the year through. Two feet fall in twenty rods; 
dam, seven feet head; gradual rapids for some distance below points 
measured, (in the survey made by Mr. Burbank.) 

Second, the '^ Scratch" privilege, on the same river ; unimpor- 
tant; formerly used. Natural fall, four feet in twenty rods, with 
rapids above and below. For a mile above the termini of the twenty 
rods, the river rises six feet, and for a mile below falls ten feet ; all 
quick water ; steep banks ; no damage will be done by flowage ; 
narrow current. 

JLiMiNGTON— York County. 
Digested from Selectmen's Returns. 

[See also " Baldwin and Limington'*; and *< Limington and StandUh.*^ 
PIVE POWERS. 

First, on Little Ossipee river, in the southeast part of the town, 
"Nason Falls"; height, sixty feet; length, one-fourth of a mile; 
width of the river, 175 feet. Improvements, grist, shingle and saw 
mills on each. 

Second, three miles further down and near Limington &ll8, 
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^'Chase's Falls"; height, thirty-five feet; length, forty rods; width 
of the river, 175 feet Improvements, saw, box and shingle mills 
on each. 

Third, on ''Small's Mill Pond," at the outlet of Horn pond; 
length, 350 feet; width, thirty feet; height, twenty feet; saw mill 
and grist mill. 

Fourth, a power on Salmon brook ; grist mill and tannery. 

Fifth, a power on Eellick pond ; saw mill, clapboard and shingle 
machine. 

No estimate of any of these powers by measurement has ever been 
made. The power is not all improved. The mills on the river work 
all the year ; on the ponds, nearly all the year. 

Large ponds connected with the stream, which can be converted 
into reservoirs at little expense. Bocks, granite, suitable and close 
at hand for building, on the rivers. 

Market, Portland. 

LiMiNOTpN — York County ; and Standish — CuMBERLAin) 

County. 

Digested from Returns of the Boards of Selectmen, 

[See alBO « LimiDgton"; and " Stftndish."] 
THREU POWERS. 

First, '^ Steep Falls," four miles below the rips between Baldwin 
and Limington, on the Saco river ; height, forty feet in three-fourths 
of a mile, — forty-two feet by Standish report. Eiver at this point 
150 feet wide and ten feet deep. Improvement, a box machine, for- 
merly a double saw. Two million feet lumber sawed annually ; 
^' not one-tenth of the power employed." This does not refer to the 
power at lowest run, probably. 

Second, " Union Falls," on the Saco river, in the close vicinity 
of Steep falls ; height, twenty-six feet in eighty rods ; width of the 
river, 200 feet. 

Third, ** Limington Falls," one mile further down river; height, 
sixty-five feet in one-third of a mile; width of the river two hundred 
and fifty feet. Improvements, a saw mill, a box machine and shingle 
machine. Power never has been estimated by measurement. Spiral- 
vent wheel chiefly employed in all the mills in Limington. 

Market, Portland. 
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LiNOOLN — Penobscot County. 
Digested from Sekctmen'3 Returns. 

SIX POWERS. 

First, Second and Third, on the Mattanawcook stream, at or near 
Lincoln village, and all within one mile of the Penobscot river. 
Dams are erected on two of these, each with fifteen feet head and 
fidl ; and the same head and fall might be secured npon the third 
by a dam. 

The power is nsed only in part ; a grist mill with three rans of 
stones and two bolta, and a cabinet maker's shop, upon one dam ; 
on the other, a saw mill, clapboard and shingle machine and card- 
ing mill. 

There are four lakes upon this stream, one flowed by the grist 
mill dam, and covering 600 acres ; the others flowed by reservoir 
dams of about the same extent of flowage. The stream is exceed- 
ingly constant ; freshets harmless. 

Fourth, a fall of sixty feet in the first sixty rods below the upper 
and longest lake on the Mattanawcook stream ; not improved at all. 

Fifth and Sixth, on the Cambolasse stream, which has about half 
the capacity of the former stream ; a saw mill, clapboard and shingle 
mill, upon one dam ; grist mill upon the other dam, with a reser- 
voir dam above. This stream is connected with several large ponds, 
and is very constant. 

All the lakes and ponds are capable of great improvement as 
reservoirs. Granite abundant in the form of boulders ; ledges of 
slaty rock suitable for building. Basin of streams nearly all cov- 
ered with woods. 

Market, Bangor, via Penobscot river to Oldtown, thence by rail- 
road. The European & North American Railway will cross the 
Mattanawcook between the mills. 

LiNCOLNVILLE — WaLDO CoUNTT. 

Digested from Selectmen's Returns. 

SIX POWERS. 

First, "Ducktrap Falls," on Ducktrap stream, the outlet of 
several large ponds. Descent of the stream nearly three hundred 
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feet in three miles. The power in question is situated about twenty 
rods above Ducktrap bridge, and forty rods from high water mark. 
There is now a wooden dam upon it, built in 1852, about thirteen 
feet high ; the banks of the stream are high, and the dam can be 
raised to any required height, ^^ short of a hundred feet," at com- 
paratively small expense. 

A canal could be made, at little outlay, to conduct the water be- 
low the bridge, where factories could be built close upon tide water, 
so thut vessels could load and unload by their immediate side. The 
harbor receives vessels drawing twelve feet. 

Power upon this river within two miles of its mouth, with feasible 
improvement, estimated equal to 75,000 spindles. 

Twenty-eight hundred acres of pond surface, all within a few 
miles, are available for reservoir purposes. The capacity of the 
ponds could be greatly increased by dams. 

One grist mill on this power ; no other improvements ; the pro- 
prietor will give the privilege outright to any responsible party who 
will improve it. Proprietor, D. Howe. 

Second, a power on the McCobb stream. 

Third, a power at the outlet of Kendal pond ; stave mill upon it. 

Fourth, a power at Gould pond ; a saw mill upon it. 

Fifth, a power at Andrews' point, owned by David P. Andrews; 
a saw mill upon it. 

Sixth, a power at Stetson's pond ; a stave, shingle and saw mill 
upon it. 

The mills, on the greater part of the before mentioned powers, 
work only a portion of the year, the water being drawn down on 
account of flowage, there not being work enough for the mills, at 
present, to pay damage for flowing. No damage ever occurs upon 
the stream from freshets ; no power in the State can be superior in 
this respect. 

Abundance of excellent granite ; and the best lime, the Coleman 
white lime, in the market ; also, abundant clay of the best quality, 
for brick at tide water ; convenient locations for mills ; proprietors 
will pay part the expense of surveys. 



BBCRETABT'S RRPORT. 185 

LiNNBUs — Aroostook County. 
No Endorsement. 

TWO POWERS. 

First, on Bitter brook ; not improved. 
Second, on Mill brook ; not improved. 
Owned by Stephen G. Ward and Isaiah Keith. 

Lisbon — Androscoggin County. 

From the Statement of G, C Moses j Esq., of Bath, and the 

Returns of the Selectmen of Lisbon. 

[The proprietors bad a sanrey taken of Lisbon Falls, and tbe plan and profile litbo- 

graphed ezpresaly for the purposed of this Report.] 

EIGHT POWERS. 

First, '* Lisbon Falls," on the Androscoggin river, in the south- 
east corner of the town of Lisbon ; eleven miles from Lewiston, 
seventeen from Bath, and thirty from Portland. 

Height and Formation. — There were, originally, two falls about 
900 feet apart, giving together a natural fall of thirty-one feet in 
the distance of 1800 feet, which fall is increased by the elevation of 
the dam to thirty-three feet, as per accompanying profile. 

The upper fall, just below which the dam was located, is formed 
by a ledge of granite making directly across to an island about 300 
feet distant, thence to the opposite shore, 650 feet farther. This 
ledge extends for more than half a mile down the river, on 
both sides, giving the best possible foundation for manufacturing 
establishments. 

Tbe dam is in two sections, each resting on the island. It is built 
on the ledge about eight feet lower than the brow of the natural fall, 
and being an average height of ten feet, raises the water but two 
feet above its natural level. It is constructed of hewn timber, in 
the form of crib-work, the lower tier of which is fitted to all the 
irregularities in the surface of the ledge, and firmly secured with 
bolts. The cribs are filled with rock ballast and covered with hard 
wood plank. The whole work and materials were designed to make 
it equal or superior to any dam in the country not built of stone. 
It is believed to be strong enough to withstand any force to which it 
may be subjected. 

Volume of Water. — Volume in the dry season of the year, 
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108,000 cubic feet of water per minute, during working time of 
eleven hours per day, six days in the week, or 427,680,000 cubic 
feet of water per week. The improvement of the lakes, by which 
the run of water at Lewiston would be increased, would operate to 
the same extent in favor of the power at this point. 

Power. — Without any increase as above named, in the dry sea- 
son, equal to 5063 horse-powers, sufficient to drive cotton mills con- 
taining 303,000 spindles. But a trifling amount of this large power 
is yet in use. The expense of making the balance available has 
been pronounced, by competent engineers, very small, compared 
with the expenditure at other points of corresponding importance as 
to extent of power. 

Lay of the Land, — Favorable for manufacturing establishments, 
with sufficient room for using the whole power. The surrounding 
territory is inhabited by farmers who furnish abundance of produce 
for the support of a large population. 

Accessibility. — ^The Androscoggin Railroad runs through the 
land of the company, giving ample conveniences in the way of side 
tracks, to warehouses for storage of raw materials, fuel, &c., and for 
shipment of manufactured goods without drayage. By railroad Lis- 
bon Falls is thirty minutes from Lewiston, one hour from Bath, one 
and a half hours from Portland, and six hours from Boston. Raw 
materials and manufactured goods can be transported to and from 
the mills as cheaply as from other interior manufacturing towns. 

Proprietorship. — The power is owned by the Androscoggin 
Water Power Company, Oliver Moses, President; G. C. Moses, 
Treasurer. This company also own the real estate along the river, 
the toll bridge, saw and grist mill on the lower fall, and other prop- 
erty in the vicinity. 

N. B. The plan does not show the extent of the company's land, 
which reaches some 1500 feet farther down river, and a much 
greater distance from the river opposite the toll bridge and below. 

Improvements. — ^The only company now in occupation of the 
power is the 

Worumbo Manufacturing Co,^ F. Gutmann, Agent. Incorpo- 
rated 1864. 
Capital stock, .... $250,000 

Number of mills, . . 2. — 10 sets of cards. 
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Gooda manufaotnred, . . • All-wool beavers. 

Females employed, . • • . 70 

Males <'.... 100 

Power used, . « . . 150 horse. 

Wheels, . ... . .2 turbiDes. 

Buildings, .... Brick. 

T> , ,. ' S 120,000 yards 6-4. 

Production per annum, j 225,000 pounds of finished cloth. 

Incidentals. — Building materials of all kinds are to be obtained 
in the immediate vicinity at reasonable cost. The Water- Power 
Company own two saw mills, supplied with abundance of pine and 
hemlock from the surrounding country. Brick of excellent quality 
are made upon the land of the company. Abundance of stone suit- 
able for foundations and canal walls can be had on the spot where it 
is wanted. The village is yet small, but growing, and a commend- 
able improvement in schools and churches is already manifest. To 
make an increased supply of water at Lewiston available at this 
point, it would only be necessary to provide means to hold back the 
water, left in the river between the two places after close of work at 
Lewiston, for use the next day, as the arrangements there would of 
course be complete for holding all the water coming down to that 
point in the night. The reservoir above the dam at Lisbon falls 
being very large, but slight elevation would be requisite. With 
this increase the power would be nearly double that now used at 
Lewiston, and would support a population of 80,000 persons. 

Second and Third, at Factory village, on Sabattas river, owned 
by N. W. Farwell of Lewiston. The upper one has a fall of ten 
feet; is under improvement; double turbine wheel; power, 175 
horse. Lower fall not improved, save in an old grist and saw mill. 
Fall, twenty feet; power, 825 horse. Stream connected with the 
Great Sabattas pond ; water constant ; freshets not destructive. 

Fourth, at Lisbon plains, on the same river, about one-third of a 
mile from the Androscoggin river; twenty feet faU ; unimportant; 
owned by B. Farnsworth and others. 

Fifth, about one-fourth mile above; fall twelve feet; the property 
of the Paper Company ; mill built 1866 ; manufactures one and a 
half tons newspaper per day ; machinery best quality. 

Sixth, next above, the property of the Farnsworth Manufacturing 
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Companj; fall, thirteen feet ; woollen mill, built 1865; first-cluB 
machinery ; manufactares 30,000 yards per month of *' three- 
fourths" goods; spare power except in drouth. 

Seventh and Eighth, on Little River stieam, near its junction 
with the Androscoggin. No details. 

Litchfield — Kennebec County. 
Digested from Selectmen's Returns. 

EIGHT POWERS, OR MORE. 

First, on Patten Mill stream, which rises in swamps ; a saw mill ; 
operates six months. 

Second, Third, Fourth and Fifth, on Potter Mill stream, the out- 
let of Loon pond ; not improved by reservoir dams, but holds oat 
well in dry seasons. On the lower dam a grist mill ; above, on the 
other dams, are a carding machine, shingle machine, saw mill and 
grist mill. The lower privilege is a good one; has twelve. feet head 
and six feet fall. 

Sixth, Seventh, and Eighth, on the outlet of Purgatory ponds, 
four in number, which cover over a thousand acres and drain three 
thousand acres. A dam at the outlet of the lower pond, holds baek 
a part of the surplus waters. The outlet channel might be deepened 
and a higher dam built at no great cost, and the power rendered 
available all the year. 

The upper power has twelve feet head and six feet fall ; saw mill, 
grist mill — old, but does a great deal of grinding ; saw mill cuts 
200,000 feet of long lumber, and the shingle machine about 200,- 
000 shingles. 

The lower power is operated by £. Plimpton & Sons, in the man- 
ufacture of forks and hoes ; twelve feet head and four feet fall. The 
Plimptons run their machinery from October to July. 

There are several smaller powers in town, capable of operating 
small machinery a portion of the year. 

Littleton — Aroostook County. 
Digested from Selectmen's Returns, 

••SEVERAL" POWERS, ETC. 

Three are situated on the Big brook, *' several '' on the South 
branch of the Meduxnakeag river, and one on a branch thereof. 
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Tbe powers on Big brook are each sufficient to drive a saw mill 
or grist mill tbe year round. Those on the Meduxnakeag *' can 
propel any amount and size of machinery." 

Only one of the powers is improved, by a saw mill, owned by 
Lewis B. Johnson. It operates part of the year, sawing lumber for 
local and settlers' uses. 

The Meduxnakeag drains a large area of country and is connected 
with several large ponds ; artificial reservoirs of very large capacity 
can be cheaply constructed on Big brook, and doubtless on the river 
also. Freshets are not very heavy ; lay of the land about the pow- 
ers most excellent for mills and workshops ; basin mostly wooded. 

Market, Houlton, and Richmond station. 

LiVERMORE — Androscoggin County. 
From the Statement of HoUis Turner^ Esq. 

ELEVEN POWEllS. 

Four of the above are situated on a stream from Long pond. 

First, a saw mill, near the outlet of the pond, owner not ascer- 
tained ; height of fall estimated nine feet ; square inches of water 
employed, six hundred. 

Second, a grist mill, owned by Leander Bigelow ; height of fall 
twelve feet. Said mill has two runs of stones, driven by a Blake 
wheel, employing three hundred square inches of water. It does a 
small business, only coarse grinding. 

Third, a pill-box factory ; particulars not ascertained. 

Fourth, rake-factory; particulars not ascertained. 

On a stream, from Turner pond, are two powers, improved ; also, 
three unimproved, as follows : 

Fifth, at the outlet, a water power, unimproved; height of fall, 
eight feet; capacity^ twelve hundred square inches; ownership, 
HoUis Turner. 

Sixth, a short distance below, a grist mill, having two runs of 
stones, one for wheat and one for coarse grinding ; a corn and-cob 
crusher and necessary machinery for cleansing and bolting wheat ; 
height of fall fifteen feet ; capacity, twelve hundred square inches of 
water; ownership, HoUis Turner. This mill does a good business; 
centre-vent wheels. 

Seventh, just below, a saw mill, shingle mill and cutting-off saw, 
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in one building, driven by a Stearns' wheel, a Howard wheel and 
Tub wheel, respectively ; height ot fall nine feet ; capacity, twenty- 
five hundred square inches ; ownership, Lewiston Company. This 
mill does a good business at flood of water, spring and fall. 

Eighth, about a half a mile below, on the same stream, the same 
company own another water-power, not improved at all, equal to, or 
better in many respects, than that before described. 

Ninth and Tenth, smaller powers on separate streams; a shingle 
mill on each ; both small streams ; particulars not ascertained. 

Eleventh, on the same stream upon which is the last mentioned 
grist mill, opposite the mill is another privilege not improved, with 
a capacity equal to that of the grist mill. Ownership, HoUis 
Turner. 

LovBLL— Oxford County. 
From the Statement of the Selectmen. 

SIX POWERS. 

First, '^Lovell Village Power," on Kezar river; is first-class, 
running a saw mill, including stave mill, shingle mill, planing ma- 
chines, and saw for any sized lumber or logs, and running a superior 
grist mill with four sets of stones. The water is more than abun- 
dant for operating all these mills through the year. Fall at dam is 
about fifteen feet, and width of stream at dam about 100 feet 
Power not all improved. 

Second, Alder brook privilege at ** Number Four"; has a pond 
well supplied with water and is a superior power for one of its 
capacity, and can furnish an ordinary power all the year. Fall at 
dam, eight feet or more ; has on it a carriage factory, gun factory 
pinning and turning lathes, for other use than the factories afore- 
said. Power not wholly improved. 

Third, **Kezar Falls," on Kezar river; height of fall, nearly 
twenty feet, nearly perpendicular. It is now entirely unoccupied. 
It is fed by Kezar river alone 7iow. 

Fourth, at '• Slab City"; Heald's pond is the reservoir, and is of 
good size, and furnishes water for grist, saw, and stave mills all the 
year, and is to this extent occupied. 

Fifth, " Succor Brook," a small stream and power, fed by one 
small pond, and can run in spring and fall ; has a saw mill. 
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Sixth; Andrew's pond at its outlet has ^'Cushman's Mills"; 
stave and shingle mill. A small power. 

The water-power at Lovell village is on Kezar river, which is the 
oatlet of five ponds known as the '^Five Eezars." Kezar, above 
Bftid water-power, further receives said Alder brook, and several 
other small brooks. The extent of these ponds is judged about 150 
acres ; a survey would doubtless show it to be more. 

The pond of Number Four," privilege is in extent about ten 
acres ; that of Heald's pond at Slab City, not known to the reporter, 
but is larger than that of '' Number Four," 25 to 80 acres ; the 
others of minor importance. 

Artificial reservoirs are partially used at Lovell village and Num- 
ber Four. That at Lovell village is capable of becoming very 
large by dam at outlet of said ^* Five Eezars," at small expense. 

Freshets do not have great efiect at Lovell village, as the dam at 
the ouTTet of the Five Kezars partially controls the waters in Kezar 
river, and the dam at the mills is of sufficient width to let off the 
water readily ; this dam could be raised almost ad libitum ; nor do 
the freshets essentially affect the volume at Number Four, on ac- 
count of the pond. 

Rock abundant for building purposes. Lay of the lands, con- 
venient. As regards the effect of the improvement of the power, 
the effect has been the reverse of what might be conjectured, in this 
manner, to wit : the increase of wealth and population has naturally 
forced the owners heretofore to improve the mills, especially at 
Lovell village. The power has been brought up by and to the 
wealth and population, and not the wealth and population by and to 
the power. It is, in a word, used only to answer the direct necessi- 
ties of the people, and is to-day comparatively undeveloped. 

Our market is at home, wholly. Nothing is carried beyond a 
cux^nit of fifteen miles. 

Lowell— Penobscot County. 
Digested from Selectmen's Returns, 

TEN POWERS. 

First, on Passadumkeag river, *' Passadumkeag Rips," sixteen 
feet fall ; not improved. 
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Second, on Pa8sadumkeag river, "Little Falls," sixteen feet&ll. 
Improvements, "Lord's mill" and "Webb & Co. *s tannery." 

Third, on Passadamkeag river, "EQgh Ledge," nine feet &11; 
not improved. 

Foarth, on Passadamkeag river, " Lightning Rips," seven ftet 
fall ; not improved. 

Fifth, on Eskntassis stream, " Yarney's Mills," fall fourteen feet; 
mill not now in use. 

Sixth, "Porter's OristMill," &llten feet; gristmill and shingle 
machine. 

Seventh, " Porter's saw mill," fall ten feet; saw mill in use. 

Eighth, " Woodman's Mill," ten feet fall; mill not now in nse; 
" mill and dam both ran down." 

Ninth and Tenth, sites anoccapied. 

The total fall on Eskntassis stream is seventy to eighty feet in 
four and a half miles ; total fall on the Passadamkeag not knovm. 

No estimate of the power has ever been made by acoarate meas- 
urement 

Each power on the Passadamkeag will run four saws through the 
whole sawing season. Those on the Eskntassis will run one saw 
four months of the year. The grist mill and tannery work all the 
year ; machinery not of the best construction. 

The capacity of both streams can be greatly increased by the use 
of the connected lakes for reservoirs ; the Passadumkeag in par- 
ticular ; dams are already erected at their outlets, but are used only 
for log driving purposes. 

Granite abundant for all building purposes ; the leading rock, 
slate. Lay of the land about the sites, level and good ; ninety-nine 
hundreths of the basin of the Passadumkeag covered with forests ; 
annual product about $100,000. 

Market, Bangor, by county road to Passadumkeag, thence by 
boat to Oldtown, and thence by railroad to Bangor ; or by rafts 
direct from Lord's mill to Bangor, by the river. 

LuBECJ — Washington County. 

[See Appendix.] 
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Ludlow (Bel&st Academy Qrant on' the Map) — Aroostook 

County. 

Selectmen's Statement, 

ONE POWER. 

One small power on Small's Mill brook ; a saw mill upon it that 
works &11 and spring and daring occasional seasons of high water. 

Lyman^York County. 

[See Appendix.] 

Lyndon — ^Aroostook County. 
Digested from the Statement of J. B, Hayes, Esq. 

8BYEN POWERS. 

Four of these are situated upon Caribou stream, at Caribou 
village, and within half a mile of its mouth. Total height of the 
series, fifty feet. 

Firstj (upper) power, saw mill, clapboard and lath machine. 

Second, . grist mill, three runs of stones, operates all thjs year ; 
planing mill. 

Third, unoccupied at present; privilege sold and a woollen 
&otory to be erected next season. 

Fourth, very good; dilapidated grist mill, unused; shingle 
machine in operation part of the year. 

A very small proportion of the power now used ; the grist mill 
alone now operates all the year ; the others might so far as regards 
supply of water. The stream is connected with only one pond 1*5 
by 0-5 miles in extent. On one branch a small artificial reservoir 
might be constructed ; on the other a very large one. The basin of 
the river is large and lies in easy swells, consequently freshets are 
neither high nor sudden ; no damage from high waters for twenty 
years ; range from low to high water great. By means of artificial 
reservoirs a great amount of machinery might be run all the year. 

Underlying rocks, a mixture of slate and lime, not suitable for 
bnildiog purposes, yet the bed of the stream and the banks, (which 
are all solid ledge,*) endure aqueous and atmospheric action per- 
sistently. The slate stands fire well, also. The lay of the land 
about the &lls, the very best possible for the location of mills, 
shops, etc. 

13 
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Seven-eighths of the basin of the stream are eovered with woods. 
^^ Climate rendered singularly hamid by the lakes and surrounding 
rivers and adjacent high ridges of land." 

Influence of the improvement of the power upon the town tii^ 
great. A thriving and beautiful village has q[)rttng up within tiie 
last four years ; several buildings now going vi^ ; a church nKWrtiiig 
to cost $2,500, *'all paid for in advance by ourselves." An 

Academy in contemplation. 

Market, Tobique, on the St John river, fifteen miles, thenoe by 
river to the seaboard, or by State road to Houlton ; thenoe to Ban- 
gor by said road ; or by St An^WB Saikoad,'to the ocean. Trade 
mostly by the latter. 

Fifth, Sixth and Seventh powers, upon brooks, operating « mm 
mill each, about half the year. 

Machias— Washington County. 
Statement of H. L. Hiil, Eaq.^ — Endorsed by the Selectmen. 

FOUR POWBRS. 

The water-power in this town consists of a series of fiJls on <he 
Machias river, naturally divided into four general privilegee, eaoh 
containing from one to three special privileges, or ownerships ; and 
a dam thrown entirely across the river a distance of 130 rods up 
from the lower &lls, making a second &11, twelve feet six indm, 
firom the snr&ce of the lower pond. 

These privileges are located at the head of navigation, six miles 
from the river's mouth and three miles above its junction with the 
East Machias river ; there is sufficient depth of water up to the 
lower falls to float vessels of 600 tons burthen with full cargo. The 
difference of level from high water at average tides, to surfiaee of 
lower pond, is twenty feet six inches. The fall is distributed as 
follows : the &11 at upper dam, twelve feet six inches ; fall at ex- 
treme lower &ll8, where about one-half the lower machinery is 
located, twenty feet six inches ; the remaining one-half a fall of 
fifteen feet. There is a canal from the upper dam, running parallel 
to the river bank, a distance of sixty rods, upon which are a planing 
mill, and sash, door and blind factory. The embankment of this canal 
is lower than the dam, but the conformation of the river bank is 
such, that two-thirds its length may be raised to the same level as 
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the dam, thereby making the fall from the oanal equal to that from 
the upper pond. • ^ * 

The volume of the; river at lowest run, is 15,000 cubic feet per 
Biiiiutey which, with the use of wheels that will give seventy per 
cent of the theoretic power of water, yield 680 horse-power. The 
mkcie amount of long lumber and laths sawed in 1866 by water- 
power, (allowing 600 feet cut surfieuse per 1000 laths,) was 88,266,- 
000 feet, allowing that amount of work to be done in 182 days of 
ieo bouxB each, (which is maximum length of sawing season,) 
lieqiiiraB .850 horse-power. Allow for driving grist, carding, and 
pkaing olilk, and sash, door and blind fiM>tory, fifty horse-power, 
makes an aggregate of 400 horse*power, leaving a balance of 280 
horse-power for the 182 days, and the whole power the balance of 
the year surplus. 

It IS not to be understood that there is, in the prcsent arrange- 
ment of motors and machinery, a surplus of power during all the 
working season, as the wheels in use are not g^erally of the best 
eonstmotion for economizing power, nor has foil advantage been 
taken of ihe fiill in their location. The wheels in use are all of the 
turbine class, representing, (comparatively,) a large variety of style, 
amongst which are the Perry, Steams, Union, Close & Rider 
wheels ; the last two being considered best, one of each kind being 
in use here in mills adjacent to each other ; but under the condi- 
ticms they have so far been working, no fair judgment can be made 
from work performed of their comparative merits as power econo- 
miiers. 

The power is owned by S. W. Pope & Co., Wm. H. Hemenway 
W. C. Holway, C. W. Vose, E. Longfellow & Son, Walker & 
O'Brien, and others. 

The river is fed by numerous tributary streams, upon which, and 
the main river, are eighteen ponds and lakes, covering an area of 
sixty square miles, many of which could be increased in capacity at 
a comparatively small expense by the erection of dams. The volume 
of the river is increased from three to five times by freshets ; no 
material damage of property has been caused thereby ; total range 
from high to low water, eight feet. 

Extreme low water prevails one-sixth of the year ; extreme high 
water, one-twelfth ; the balance of the year the volume is from two 
to three times the before given estimate. The outcropping and un- 
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derlying rocks are trap, bat there is an extensive granite qoany 
ivithin three miles of the &lls. The soi^upon the river banks within 
the limits of the town, is principally sandy loam, npon a gravel 
or rocky bed. The lay of the land in reference to the erection of 
mills and workshops, is Seivorable. 

The total length of the river is seventy miles, watering in its 
course, by itself and its tributaries, fifteen towns and townshipsi 
eight of which, except that part covered by lakes, ponds, marsheSi 
barrens, and some portions destroyed by fire, are still entirely oov- 
ered by forest, from which the lumber operators take an average of 
forty million feet of lumber per annum ; a bountiful supply still re- 
mains for future enterprise to draw from. The residue of towns and 
townships also retain upon their surfieuse a large portion of forest, of 
perhaps at present less commercial importance, yet forming a fund 
of raw material upon which capital and labor may be remuneratively 
employed, and only waiting for the magic touch of capital and en- 
terprise to be converted into wealth. 

From these forests and mills are annually sent by vessels to 
Boston, New York, and to various ports in the West Indies and 
South America, $650,000 worth of lumber, (timber, boards and 
laths, that being the principal manufacture here for shipment; 
doors, sashes and blinds are manu&ctured here for home consump- 
tion and surrounding country ; also planing for vessel and house 
buildiog). This amount shows no falling ofi* from former years, 
either in total annual product or value, but rather an increase. 

Within the last seventeen years the capacity of the town to ac- 
commodate its growing population has been increased three-fifths, 
yet the demand for tenements is greater than ever before ; our me- 
chanics and laborers are constantly employed, and our business men 
invite capitalists to unite with them in opening new avenues of in- 
dustry. 

Machiasport — Washington County. 
Selectmen's Statement, 
There is no water-power in this town. 

Madawaska Plantation — Aroostook County. 

[See Appendix.] 
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Madison — SoMSRsyr County. 
Digested from Selectmen's Returns. 

[See alBO "Anwrn and Mftdiflon."] 
FITE POWERS. 

There are fi?e dams upon the oatlet of Madison pond, furnishing 
a fiill of fifty bet within a running distance of one mile from the 
outlet 

For half the year the pond would supply 1,000 inches of water ; 
the remaining part of the year it would average 800 inches for ten 
hours per day. 

One Ml of ten feet is not improved. There are two circular-saw 
mills, four shingle mills, two grist mills, one sash and blind factory, 
several lath machines, and a tannery, in operation upon the stream. 

The grist mill and sash and blind foctory operate nearly all the 
year ; the shingle mills run over three-fourths of the time ; saw 
mills run about three-fourths of the time. Machinery very good ; 
water-wheels invented by S. L. Oould of Skowhegan, similar to the 
Beynolds wheel. 

Madison pond is estimated to contain about 2,000 acres, flowed 
six feet by a dam at the outlet. Freshets are controlled by the 
dam, rendering the stream perfectly safe and very constant. Rocks 
about the fidls consist of hard slate. The market for the products of 
Ae mills is at Skowhegan depot, six miles distant, by road. 

Madrid — Franklin County. 
Digested from Selectmen's Returns. 

FITE POWERS. 

First, on the west branch of Sandy river ; a grist mill, saw mill, 
clapboard and shingle mill ; height of fall about seven feet. The power 
in the drouth of summer or in the dead of winter, is scarcely sufficient 
to carry more than one run of burr stone. Stream has its source in 
several small ponds, near Saddleback Mountain and the hills to the 
west, whose storage capacity might be doubled by dams. Area of 
ponds, about 500 acres. About seven-eighths of the basin of this 
stream is covered with forest. 

Second, on the Perham stream ; saw mill, clapboard and shingli 
mill. No &11 of any account ; the head is produced solely by the 
i^ fttn. Stream is fed by springs, with no chance for artificial reser- 
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Yoirs. Mills run from two to three months in the year, and cat 
from two to three hundred thousand of lumber of all kinds, by run- 
ning by night more or less. Nineteen-twentieths of the basin of 
the stream covered with forest, a large part of which is spruoe. 

Third, on the Oberton stream, known as the " Great Falls"; un- 
occupied ; height of the fall about 100 feet in ten rods. The yolumt 
of water is small, — would in a drouth all run through a spout lem 
than ten inches square, without head. The entire basin of the 
stream is an unbroken wilderness. A good location for a lumber 
mill, and about eleven miles from Phillips village, our markei> 
place. An artificial reservoir might be oonstruoted on this stream 
at small cost ; capacity estimated at fifty acres. 

Fourth, on the Sargent stream ; unoccupied ; volume of water 
smaller than the last mentioned power ; fall about eight feet No 
chance for artificial reservoirs. 

Fifth, a saw mill, clapboard and shingle mill, one-fourth of a mila 
above the foregoing power, but the privilege is rather a poor ona. 
About seven-eighths of the area of the basin of the stream is oor- 
ered with forest. 

These are all the water-ppwers worth mentioning, yet so steep are 
the water declivities in this town, that a head of water might easily be 
raised almost anywhere on our streams, sufficient to carry a saw 
mill or other machinery. The volume of water in all the streams 
varies from lowest to highest water in the ratio of one to one thou- 
sand, or more. 

Old-fashioned flutter wheels. Each of the three saw mills cuts 
200,000 feet of boards per year. With improved machinery, they 
might do double the amount. Rock, the coarsest granite. 

MaNCHBSTBB — E^ENNEBEO COUNTY. 

Digested from Selectmen's Returns. 

THREE POWERS, OR MORE. 

First, on a small stream in the north part of the town, a saw 
mill which runs about two months in the year, doing a small custom 
work, (say 30,000). 

Second, near the centre of the town ; carriage factory ; overshot 
wheel, which drives a circular saw and some other machinery. 

Third, on the C!obbo68ee-contee river, the outlet of the Cobbossee 
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pond, and several other connectiDg ponds in Beadfield and Winthrop. 
An excellent dam acroes the Btream, a few rods below the outlet. 
This would, undoubtedly, be a valuable power, holding as it does 
such large reservoirs of water. 

" Several small streams could be made useful in driving machinery 
fcr Si portion of the time, by forming ponds and reservoirs ; they are 
all of very gradual descent, without any very considerable falls or 
rapids." 

Maplbton Plantation — Aroostook County. 
Digested from Assessors^ Returns. 

TWO POWERS. 

First, a privilege on the Presque Isle stream ; unoccupied. . No 
further details. 

Second, ^'Hines' privilege," on the same stream; saw mill upon 
k; abundant lumber in the vicinity. Mill will saw 8,000 feet of 
boards, 10,000 shingles, and 1,500 clapboards per day; works nine 
months in the year. 

One artificial pond could be cheaply constructed ; no natural 
lakes or ponds. Improvement of the power has increased the wealth 
of the town one-fourth. 

Market, Presque Isle, by road. 

« 
Mariavillb — ^BLanoock County. 

Digested from Selectmen's Returns. 

FIVE POWERS. 

First and Second, on West brook, one improved in tannery and 
saw mill ; the other, in saw mill and shingle mill. 

Third, on East brook, saw mill. 

Fourth, on Hopkins' brook, saw mill and shingle mill. 

Fifth, on the West Branch of Union river ; unimproved. 

West brook is connected with two quite large ponds; their 
capacity can be much increased. 

Market, Bangor, twenty miles; Ellsworth, thirteen miles, by 
road. 
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Marion — ^Washington County. 
Digested from Selectmen's Returns. 

NINE POWERS. 

First, OD the Gathance river; ten feet head ; a single-saw mill 
and lath mill, with old wooden machinery; manofiictures 600,000 
of long lumber per year. With improved machinery, would yield 
four-fold. Owned by T. W. Allan & Son of Dennysville. 

Second, three-quarters of a mile above; rips often feet fiJl; un- 
improved. Owned by John Smith of Dennysville. 

Third, ''Lath Mill Dam," one-quarter of a mile above; head 
thirteen feet ; natural privilege, — scarce ^y dam needed ; shingle 
mills and lath mills. Owned by Allan & Smith. 

Fourth, '' Saw Mill Dam," ten rods above; nine feet head; saw 
mill ; owned by T. W. Allan of Dennysville. 

Fifth, Sixth, etc., on Clifford's stream, on which are five fiJb or 
pitches, with no lakes or ponds above. A chance to flow a small 
pond at each &11. Stream exceedingly variable. 

The falls on Cliflford's stream with improvements and modem ma- 
chinery, would run mills two-thirds of the time. 

The Gathance stream is the outlet of Gathance lake, which covers 
five or six square miles. There is a dam at the outlet which holds 
in check a large body of water, so that the powers are comparatively 
constant, and may be rendered still mqire so. 

Marshfield — Washington County. 
Digested from Selectmen's Returns. 

EIGHT POWERS. 

Situated on Marshfield stream ; from the tide two miles by the 
county road to Mark Longfellow's lake. * 

At the different mills the head and fall are from seven to ten feet. 
The power is only partially improved, in saw mills, lath mills, grist 
mill, flour mill, and carding machine ; the grist mill alone operates 
all the year ; wheels mostly old style ; some, Stearns' cistern wheel. 

The stream is connected with four ponds ; one a mile long, which 
flows a large body of water. The power, if improved properly, 
would furnish abundant water all the year ; slight damage from 
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fireehets. The best of granite ; lay of the land convenient ; powers 
on the county road. Proprietors will aid in a sorvey. 

Market, Machias, by land or sea. 

The privilege at T. B. Getchell's mill, at the outlet of the 
lake, is a good site for a woollen fiustoiy or other machinery. 

Masaedis — ^Aroostook Countt. • 

Selectmen's Returns, 

THREE POWERS. 

First, '^Beed & Clayton's Privilege," on the Masardis stream, a 
branch of the Aroostook river. 

Second, " Trafton's Privilege," on Squawpan stream ; Squawpan 
lake is ten miles long, and can be flowed two or three feet by a 
dam. 

Third, " Clayton's Privilege," on the Aroostook river. "Fall 
sufficient for any machinery." 

No improvement of any kind. No mills of any sort in the town, 
except a circular saw on a little brook for sawing sash and other 
small stuflF. " Sum of power unknown, but it is very great." Water 
abundant and constant 

Mason — Oxford County. 
Digested from Selectmen's Statement. 

FOUR POWERS. 

All upon Pleasant river ; chief fall, thirty-five feet in twenty 
rods. Improvements, grist mill, saw -mill, and two shingle ma- 
chines. Mills operate all the year on the largest fall ; on the others, 
six months ; centre- vent and Bose wheels. 

No lakes or ponds. No artificial reservoirs feasible. Stone not 
suitable for building. Basin seven-eighths covered with woods. 

Market, Postland, by Grand Trunk Railroad. 

Matinicus Plantation — Knox County. 

Statement of the Assessors. 

This is an island at the mouth of Penobscot bay, 800 acres in ex- 
tent ; has no water-power, but fish innumerable in the surround- 
ing sea ; natural cranberry meadows, and a glorious prospect There 
oould be no finer summer resort. 
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Mattawamkbag — Pbnobsoot Couimr. 
Digested frrnn Selectmen's Returns. 

FOUR POWERS. 

First, '' (Gordon FallB," on Mattawamkeag river. 

Second, '* Slugunda Falls," on Mattawamkeag river. 

Third, ''Ledge Falls," on Mattawamkeag river. 

Dams on each of the above to faoilitate the driving of logs ; no 
other improvement ; privileges all owned by Samnel Stockwell. The 
volnme of water upon the Mattawamkeag is, of coarse, very ooosid- 
erable at all seasons, it being a large river and connected with nu- 
merous and large ponds. If the falls above specified are, or may 
be made of considerable deeoent, the power most be highly impor- 
tant. 

Fourth, on Madaceunk stream, the outlet of Madaceunk pond, 
which covers four or five square miles. One old saw mill, which 
operates about half of the year ; whether the pond is improved as a 
reservoir, not stated. Rocks suitable for building ; lay of the land, 
about the falls, excellent ; basin of the streams nearly covered with 
woods. 

Market, Oldtown and Bangor, by road ; and by the river, " niB^ 
ning our lumber in rafts, or singly by the log." 

MaTFIELD — SOMBRSBT CoUNTY. 
[See Appendix.] 

Matsvillb-:-Aroostook County. 

[See Appendix.] 

Maxfibld — Pbnobsoot County. 
Digested from Selectmen's Returns, 

THREE POWERS. 

First, '^ Mcintosh's Falls," on the Piscataquis river ; height^ eight 
feet in twenty rods. No improvement. 

Second, "Whitney's Falls," on the Piscataquis river; height, 
eight feet in twenty rods. No improvement. 

Third, a power on Hardy brook, fed by a lake. No improve- 
ment. 

Market, Oldtown and Bangor, by road and river. 
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Mbddybrmps — ^Washinoton Countt. 
Digested freim Sekdmen^s Returns. 

TWO POWERS. 

first, MeddybempB Oaikt piiyilege, at the outlet of Meddy- 
bemps lake ; &11 twenty feet in one-eighth of a mile. Power will 
carry three gangs of twelve saws each ; operates all the year ; 
owned by Benjamin Lincoln & Co., of Dennysville. The lake 
which feeds this power is eight miles long and four or five miles 
wide. 

Second, ''Bearce's Privilege," at the outlet of Bearce's lake; 
&11 about twenty feet in one-eighth of a mile ; will carry a gang of 
twelve saws for the whole year. 

Overshot and vent wheels. No damage from freshets. Range 
of water six feet from highest to lowest Granite abundant and 
good ; lay of the land good ; basin mostly cleared. 

Mbdford— Piscataquis County. 
Digested from Selectmen's Returns, 

FOUR POWERS. 

First) '' Schoodic Falls," on Piscataquis river, &11 fifteen feet 
in one hundred rods. Stream fifteen rods wide, eighteen inches 
deep at low water ; ledge bottom, projecting above the surface, at 
pdnts, at high water ; would carry about twenty of Steams' twenty 
*foot wheels, at low water. '^ One of the best privileges in the State, 
safe and convenient for manu&cturing." It is unimproved. 

Second, *' Little Falls," on Piscataquis river; Ml ten feet in 
thirty- rods; thirteen rods wide, fourteen inches deep at low water; 
would carry twenty of Stearng) wheels, as above, at low water. It 
is unimproved. 

Third, '< Schoodic Stream Falls," on the outlet of the Great 
Schoodic lake; foil twenty-two feet in thirty-five rods; would 
carry four Steams' wheels at low water. It is unimproved. 

Fourth, on Gold brook, fall ten feet in thirty rods ; saw mill and 
shingle machine ; operate about half the year. 

Steams' wheel used. 

The power on the Piscataquis is sustained by the whole volume 
of the river which is, in this town, not far from its mouth, draining 
a very large area of country, and is fed by numerous large lakes 
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and ponds. The Schoodio lake, which contributes to the Schoodio 
stream, is twelve miles long and four wide, a reservoir of immense 
capacity. Artificial reservoirs, also, are feasible at small expense. 
Slate rock ; lay of the land level and favorable ; proprietors will aid 
in a survey. 
Market, Bangor, by road. 

Mbroeb— Somerset Countt. 
Digested from Selectmen's Returns. 

[See aUo « Meroer and Starka."] 
TWO POWERS. 

Both are situated on Bog stream ; first &11 fifteen feet in ten 
rods; the other not so great. Improvements, mills, tannery, and 
starch factory. Machinery will operate about eight months ; power 
only partially employed. 

Bocks, flmt; lay of the land good. Market, Skowhegan, by 
road. 

Mbrobr and Stares — Somerset County. 
Digested from Returns of the Boards of Selectmen, 

[See alio " Meroer"; and « Starkj.*] 
ONE POWER. 

'^Dickerson's Rips," on Sandy river; in two pitches; first, 3*5 
feet in twenty rods; second, 4-5 feet in thirty rods, and Ml con-^ 
tinued a long distance below. Owned by James Davis. Formerly 
mills upon the privilege ; dam fallen to decay. Abundant water 
for a considerable number of mills all the year. Range of water, 
six feet. % 

Mexico — Oxford County. 
Statement of Selectmen. 

ONE POWER. 

''KimbalPs Mills," on Swift river; fall fifty feet in half a mile. 
Only improvement, a saw mill, which works all the year. 

MiLFORD — Penobscot County. 

[See Appendix.] 
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MlLLBRIDQE — WASHINGTON GOUNTT. 

Selectmen's Returns, 

No water-power in town, except upon small brooks, an^ none 
sufficient to drive a mill for grinding grain. 

MiLo— Piscataquis County. 
Digested from the Statement of Phineas Ttdman, Esq, 

TWO POWERS. 

First, the *' Sebec Falls," at Milo village; nine feet head and a 
bkU of fourteen feet in the distance of about twenty rods below the 
dam. There are a grist mill, saw mill, shingle machine, and small 
woollen factory, occupied by James & Wm. OiiTord, all in opera- 
tion. 

Always sufficient water at all seasons of the year^ water enough 
with a good dam and the best improved machinery to do from ten to 
twenty times as much as is now doing. It is a warm stream, always 
receiving a full supply of water from the large reservoir of the lakes 
and ponds connected. 

The land about the stream is very convenient for building. Slate 
rock. No machinery has ever been injured or carried away by 
fi^hets. The flow of water is singularly uniform. 

Second, on the Pleasant river, on the road from Milo to Brown- 
ville, about two miles from Brownville village ; not occupied ; 
judged to be a very good one. It was reserved by Mr. J. Lake for 
power purposes, when he sold the land near it. 

There is reported to be an immense amount of lumber about the 
Sebec lake and its tributaries. The Sebec river is the outlet of Se- 
bec lake, which is '' twelve miles long and eight miles wide," and 
affords an inexhaustible supply of water. 

Milton Plantation — Oxford County. 
From the Statement of the Assessors. 

FOUR POWERS. 

On Concord river, the outlet of Great and Little Concord ponds ; 
water enough to drive a saw mill moat of the year ; by damming the 
pond, capacity might be much increased. In the driest time known, 
stream carries water enough to grind forty bushels per day. 
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First, on the Great Oonoord river, in the northerly part of the 
plantation, '^Swett's sawmill and ehingle machine"; a carriage 
shop now building. 

Second, about half a mile above, is '* The Falls "; desoent, 
thirty to forty feet in about twenty rods ; is called, by mill-men, a 
grand water-power. 

Third, about a mile above, a fall of some twenty feet ; is called a 
good water privilege. 

There is, in the vicinity of the powers, timber enough to wear out 
quite a number of mills; mainly spruce, hemlock, and hard wood. 
The mills are situated about eight miles from Bryant's Pond station, 
on the Athintic & St Lawrence Railroad, by a level road. The 
country around is well adapted to forming purposes. 

MiNOT — Androscoggin County. 
Digested from Selectmen's Returns. 

[See also « Minot and Poland."] 
THREE POWERS. 

First, on Bog brook, '<Faunce's Mill''; fall 12*5 feet in fifky 
feet ; operates part of the year. 

Second, '' West Minot Falls," on Bog stream ; fall 22-5 feet m 
500 feet. 

Third, '^ Hillbum Falls," on Bog stream ; power not used. 

First and Second partially improved in saw mills and a planing 
mill. Stream will run the planing mill all the year. One-third of 
the basin covered with woods. 

Market, Portland and Lewiston, by rail and road. 

MiNOT AND Poland — Androscoggin County. 

Digested from Joint Statement of the Boards of Selectmen, 
bctsed upon the Survey of S, F, Waterman^* Esq. 

[See also <* Minot"; and "Poland.''] 
FOUR POWERS. 

All these are situated on the Little Androscoggin river. 

First, "Mechanic Falls/' fall thirty-seven feet in 950 feet dis- 
tance; velocity of current ninety-six feet per minute. Area of 
cross section 270 st[uare feet. Power not half improved ; partially 
improved in paper making. A first-class stone dam at the head of 
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the fiill ; a wooden dam midway, and spaoe for another dam below. 
Turbine wheels. Power owned by A. C. Denison & Go. ; mills 
operate all the year. 

Beeond, << Page's Uilb," fall fourteen feet in 1,500 feet cfotance. 
Vokime of water same as at Meehanio fells, less Waterbonse bitek, 
which is 8,000 cubic feet per minute. Power partially improved in 
sawing lumber, in the manu&ctnre of sash and doors, and grist 
mill ; mills operate all the year ; power owned by Moses Page and 
A. A. Buckmao. 

a!hiid, << Hadrett^s Hills," feU thirteen feet in 250. Yoltme d[ 
water same as at Mechanic fells, plus Bog brook, 1,500 embic feet 
per minute. Improved in part in sawmilb; power owned by J. 
T. Waterman and Willard Buck ; mills operate all the year. 

Fourth, '' Minot Comer " fell, 11 5 feet in 500 feet run. Volume 
of water same as at Hackett's miUs, with the addition of a small 
tributary. Improved in part in saw mills and grist mills ; mills 
operate all the year. Owned by A. S. Freeman, Willard Buck, 
et al. 

The river is connected with fifteen large ponds and numerous 
small ones. Their capacity can be largely increased for reservoir 
purposes, to the amount, it is estimated, of doubling the power. 
Sites for building excellent ; danger from freshets small. 

MoNHBGAN Plantation — ^Lincoln County. 

[See Appendix.] 

Monmouth— Kennebec County. 
Digested from Selectmen's Returns, 

NINE POWERS. 

Four of the above are situated upon Wilson stream, at North 
Monmouth, within about one-third of a mile, the total descent in 
that distance being fifty feet. 

First ; on the upper dam is a webbing factory, doing a business, 
when it runs the whole year, of about $25,000. Also on the same 
dam, a shovel-handle factory, which turns out some forty doz. shovel 
handles per day. In the same building is a shoe-peg factory, which 
manufactures some 3,000 bushels pegs annually. Also a saw mill* 
which cuts some 300,000 of lumber annuallv. 
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Second; on the seoond dam are a webbing fiK^ory, heel-iron 
works, and spinning-frames for spinning woollen yam, the latter 
two doing $25,000 per annum. 

Third ; the third dam is used in the manofiictare of shovels and 
hoed, — some twelve to fifteen hundred dos. of shovels, and some 
eight hundred doz. hoes, annually. 

Fourth ; the fourth dam operates a grist mill, doing a oommoa 
custom business in an agricultural town. 

Wilion stream is very safe ; no damage has occurred by firesheti 
for fifty years ; double the business oould be done that is now, if the 
water were properly husbanded. Some 150 men and wcHnen 
are engaged in these several shops and mills. The stream is fed by 
three ponds, whose combined area is three or more square miles. 
Mills operate the whole year. 

Fifth, Sixth, Seventh and Eighth; the Gochnewagan stream at 
Monmouth Center, has four dams, the &11 being sixty feet in one- 
fourth of a mile. On the first, a grist mill ; on the second, some 
twenty rods below, a shingle and jobbing mill, which runs some two- 
thirds of the time ; oh the third, a sash, door and blind factory ; on 
the fourth and last, a saw mill, which cuts from 300,000 to 500,- 
000 feet of boards, &c., during the year. Double the business 
might be done on this stream that there now is. In seasons like the 
present, there is water enough to run the mills the entire year. 
Pond one and one-half by three-fourths miles. The several mills 
are worth about $9,000 ; operate about three-fourths of the year. 

The Juggernaut stream, at East Monmouth, has one dam, with a 
saw and shingle mill upon it. There is a most ample supply of 
water furnished by some eight or more ponds, of the Cobbossee- 
contce series. The dam might be raised so as to give some 
ten feet head and fall, with some damage for flowagc, and then a 
large factory might be run the entire year. 

The Blake wheel is chiefly used ; a small amount of stone suitable 
for building ; lay of the land, for building, quite good ; no forests 
of importance. The mills are of a sort to employ few workmen, 
accordingly their influence upon the population is not great. Annual 
production, $125,000. 
• Market, all points, by rail. 
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Monroe — ^Waldo County. 
Digested from Selectmen's Returns. 

FIFTEEN POWERS. 

First, " Willis' Mills," at Monroe mills, so called, od Marsh 
riyer, head and fall fifteen feet; wood and stone dam on ledge 
foundation; sawmill capable of catting 400,000 lumber; and a 
shingle machine that would cut 800,000 shingles ; grist mill, four 
runs of stones, two flour-bolts and cleanser. This is a good priv- 
ilege for a small factory. 

Second, a privilege on the same stream, one-half mile above the 
first ; head and fall, ten feet, with saw mill, fulling mill and card- 
ing machine upon it 

Third, a privilege on the same stream, one-half mile above the 
second ; saw mill, stave mill for cutting hardwood stSives ; ten feet 
bead and falL Dam built of wood, on a ledge foundation ; a very 
pretty and safe water-power. 

Fourth, two miles above the third, on the same stream, saw mill 
and shingle mill ; fifteen feet head and fall. A plenty of lumber 
within a short distance. Several good reservoirs above the mill, in 
the town of Jackson, from two to three miles up the stream. Mill 
runs a large portion of the year, and does a very considerable 
business. 

Fifth, a little below the fourth power, a fall of fifteen feet, in ten 
rods ; unimproved. The above powers are all very safe, as respects 
freshets. 

Sixth, ^' Thurlough Mill," on the outlet of Northern pond ; has 
a good stone dam, eight feet high, at the head of the fall ; water is 
taken from the pond to a point 120 feet below, where is a fall of 
eighteen feet. The water ponds back one and a half miles. North- 
em pond contains some seventy acres, and could be flowed so as to 
cover one hundred acres, by a dam at the outlet, eight feet high ; 
also, another pond and bog might be flowed to cover some twenty- 
five acres or more ; the dams would not be expensive. The ordi- 
nary capacity of this stream is sufficient to cut 200,000 of lumber 
per year. At present there is but little milling done at this 
privilege. 

Seventh, ten rods below the Sixth, chance for a dam twelve feet 

14 
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high ; nnimproved ; also, other powers below, on the same stream ; 
no details. 

Eight, at the outlet of what is known as the Thomas Chase bog ; 
stone dam eight feet high, which ponds the water over some hundred 
acres ; two hundred of which are flowage, constituting a valuable 
reservoir. The bog lies in the north part of the town, and as a 
large part of the land on the southerly side of Dizmont hills is 
drained into it, there is a large amount of water in the stream in the 
course of the year. No mill business is done on the stream now. 

Ninth, one mile below the eighth, a power upon which was 
formerly a saw mill. 

Tenth, one-half mile farther down, a power upon which were 
formerly a saw mill, a lath, a shingle and stave mill. 

Eleventh, '' Mayo Mills," a first-class grist mill, twelve feet head 
and fall. The Dead brook, so-called, empties into the Emery Mills 
stream, one and a half miles above the Mayo mills, and affords quite 
an amount of water drawn from a pond and reservoir in the town of 
Swanville. 

Twelfth, '* Emery Mills Privilege," on the Emery Mills stream, 
near the centre of the town. This stream runs between two ledges 
in such a manner, that a dam could be built with but little 
expense, to raise a head of water fifteen feet at head of &lls, and 
flow some thirty acres. Saw mill and stave mill for sawing hard- 
wood hogshead staves. 

Thirteenth, twenty rods below, a dam could be raised to give a 
head of ten feet 

Fourteenth, in the next twenty rods below, a head and fiiU of 
forty feet, or more, could be secured. This is one of the best 
chances for a factory that can be found in the State ; and flowing a 
bog a half mile above the falls, this would be very much such a 
water-power as that in the town of Dexter, where they have so many 
factories. It will be seen that in a distance of some forty rods there 
are from fifty-five to sixty feet head and fall. Years past, there 
was a grist mill here that operated the year round, and a few years 
since a pail factory ; owned by Whitcomb & Webber. 

Fifteenth, half a mile above the last, and at the outlet of what is 
known as Jones' bog ; formerly a saw mill upon it. A suitable dam 
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at the outlet woald raiae a head of water ten feet, and flow some 
seven hundred acres. 

With this reservoir in connection with several others in the town 
of Brooks, which are now used, machinery on the falls, twelfth to 
fifteenth inclusive, could be driven the year round, and would be one 
of the safest water-powers that could be found. 

*' The town would, undoubtedly, remit taxes upon capital invested 
here in the improvement of our water-power. The people, also» 
would be disposed to render direct aid. The town has paid all ita 
own debts and is above board in all finanoial respects ; this, in eon- 
neotion with our large water-power and opportunities for great 
reservoirs, make our facilities worthy the attention of manafaoturers 
and capitalists." 

Market, Bangor, Winterport, Buoksport, Searsport. ^^ We hope 
for a railroad soon to Belfast." 

MoNSON — Piscataquis County. 
Digested from Selectmen's Returns. 

^BEVEBAL" POWERS. 

First, on the outlet of Hebron pond, so-called, said pond^ being 
three by one miles. Several good water-powers upon this stream. 

Second, a very good water-power at the outlet of Spectacle pond, 
where the water can be used several times. 

Third, an excellent water-power in the southeast comer of the 
town, at Barrows' falls on the Piscataquis river. 

The fSftll at each point mentioned is '* sufficient for any practical 
purpose." No estimate of the power- has ever been made, but a 
very great amount of work might be done. On the first named 
power there are a grist mill, two saw mills, and two shingle ma^ 
chines. 

No damage from freshets except upon the Piscataquis river. 
Bocks, slate. The country mainly covered with forests. 

Market, Bangor, fifty miles distant; Moosehead lake, fourteen 
miles; Newport, thirty-four miles. 

MoNTiCBLLO — Aroostook County. 

[See Appendix.] 
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MoxTViLLB — Waldo County. 
Digested from Returns of Ebenezer KnowUon . 

TWO POWERS. 

First and Second, '' Tnie's Mills," in the south part of the 
town ; upper fall, ten feet ; lower, seven feet ; grist mill that will 
grind 15,000 bushels per annum; carding machine that will card 
15,000 pounds wool; saw mill, stave mill and shingle mill that will 
cut 600,000 of lumber. Grist mill operates all the year ; carding 
machine, five months ; lower saw mill and stave machine, all the 
year. 

Stream connected with three ponds whose area is not lees than 
four square miles, and therefore quite uniform. 

Granite abundant and good for building ; lay of the land con- 
venient; basin one-fourth covered with woods. The power has 
made seven-eighths of the business of the place. Annual product 
of the power, $150,000 to $200,000. 

Market, Belfast, Camden and Rockland, by road. 

Morrill — Waldo County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

Three of the above are situated on the Sacasawakie stream. The 
fall upon two of the privileges is ten feet each, upon the other two, 
about nine feet each. They are improved in part by saw mills, 
shingle mills and stave mills ; about 500,000 shingles and 200,000 
boards are or can be cut at each mill yearly ; mills operate six 
months in the year. 

About half of the power is used. Atkins, Breast, and Tuttle 
wheels; Atkins considered best. One small pond; range from 
lowest to highest water on the stream, six to ten feet. One-half of 
the basin of the stream covered with woods. 

Market, Belfast, by road. 

Moscow — Somerset County. 
Statement of the Selectmen, 

[Seo also " Biogbam and MosooV; and ** Moscow and Pleasant Ridge."] 
NINETEEN POWERS. 

First ; the power at the falls of Austin stream, near the eastern 



SEORBTABTS REPORT. 213 

line of the town, is the moet important that has ever been occupied, 
or attempted to be used, in this town. The height of the fall is 100 
feet within a running distance of half a mile ; current is very rapid ; 
Telocity has not been tested. No estimate of the power bj measure- 
ment has ever been made. It is safe to say that it would saw many 
Bullions of lumber in a year. A dam has been constructed near the 
head of the falls, which flows the stream back more than two miles, 
creating a pond of a thousand or more acres. Saw, shingle, clap- 
board and planing mills were in operation here for a number of 
years, but a short time ago they were destroyed by fire, and have 
not since been rebuilt. Water enough all the year round. Owned 
by Wm. B. Snow. There is a pond on the north branch of this 
stream, nearly oval, about a mile in diameter, which has been tem- 
porarily dammed to form a reservoir, and has proved efiective ; at 
small expense it could be permanently dammed, and the water 
raised eight feet. There is another pond on the north branch, 
something like a mile long, where atiother reservoir could be created 
by a cheap dam at the outlet. On the south branch of this stream 
there are two large ponds, several miles each in circumference, 
where other reservoirs could be erected, giving an almost inexhaus- 
tible supply of water. There are also three considerable ponds on 
Heald stream, a branch of the Austin, which would serve a valuable 
purpose as feeders to this water-power. Freshets, of course, are 
heavy, when the melting snows come down in spring. 

Bocks about the falls are a dark, hard slate. The lay of the land 
about the head of the falls is favorable for the erection of mills and 
dwellings ; but at the foot, the land is rough and less favorable. 
Ninety-nine-hundredths of the basin are covered by forests. 

Skowhegan, twenty-five miles distant, and the terminus of a rail- 
road, may be regarded as our chief market for all the lumber of the 
town and vicinity. 

Second to Thirteenth, inclusive ; besides the power above named, 
there are at least a dozen localities on this stream, below the 
^' Falls," where the stream might be tapped easily, by a canal, and 
an efScient and economical water-power created. The quick descent 
of the stream would very much facilitate the operation. 

Fourteenth ; Elijah Temple's saw, grist and shingle mills, to- 
gether with Isaac Temple's lath mill and cart and wagon wheel fac- 
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tor J, are situated on a « small brook emptying into the Kennebec 
river. Mills ran only in spring and fall. The fall of water is 
about fifty feet ; turns out about 160,000 boards annually, and about 
the same amount of shingles. The pond contains some twenty-five 
acres, with opportunities for creating other reservoirs. 

Fifteenth, *' Basset's Shingle mill," on the eastern branch of 
Chase stream, 200,000 shingles annually. 

Sixteenth, a few rods below, the stream falls some thirty feet in 
200 rods. A series of artificial ponds, or reservoirs, could be cre- 
ated above, covering a hundred acres, with slight expense ; country 
densely wooded. 

Seventeenth ; '' Chase Mill," on Chase stream, near the centre of 
the town, is an old saw mill with a twelve foot fall. Chase pond, 
one-half a mile above, covers 200 acres, and a short dam at the 
foot of the pond would raise the water eight or ten feet Another 
reservoir might be had by damming the little Baker pond, situated 
something like a mile above — and a mile in length. The ooontry 
is all forest. 

Eighteenth, at the Great falls, on this stream, below the above 
named site, the water falls forty feet ; but it never has been im- 
proved. 

Nineteenth, '^ Carney's Saw Mill," on Carney's brook, not fiur 
from the Kennebec river. The fall here is twelve feet in a running 
distance of ten rods. On the head of this stream, two and one-half 
miles distant, there are ponds, which with easily constructed dams, 
could be converted into reservoirs. One pond covers seventy-five 
acres, and the water could be raised six feet by a dam at the outlet; 
another smaller pond, of twenty-five acres, could be used in a simi- 
lar manner at small expense; has capacity to saw 200,000 or 
300,000 feet boards in a season. Nearly the whole area of the 
basin is covered with forests. The rocks are a hard slate, with 
veins of quartz, which yield small quantities of gold. Rose water- 
wheel. 

Moscow AND Pleasant Ridge — Somerset County. 
Slatemejit of the Selectmen of Moscow, 

[See also *< Moscow ;** and *< Bingham and Mosoow."] 
**8EVERALW POWERS. 

'* The Kennebec river flows some eight miles between Moscow 
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tod Pleasant Ridge, and in the distance there are several points 
where the river ooold be tapped by canals and the whole volume of 
the river used as for power purposes." 

The powers thus indicated are, doubtless, large and valuable. 
Further information respecting these will be sought for the next 
report 

Mount Desert — Hancock County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

All are situated on the Somes stream, so-called ; height of the 
fidls, thirty feet in fifty rods distance. No estimate of the power 
has ever been made. Proprietors would bear part of the expense of 
survey. 

Power improved by mills ; mills work about ten months of the 
year. The machinery is not economical of power ; old-style flutter 
wheel, tub wheel, and Steams' centre-vent. 

The stream is connected with three ponds, the largest five by one- 
half miles ; the others each three and one-fourth by one-half miles. 
The power could be increased very considerably, and is in fact suffi- 
cient for mills of any description, by using the best styles of wheel 
and machinery. Freshets harmless, the water being kept back by 
dams. 

An excellent harbor at the place, and vessels can load and un- 
load within ten rods of the outlet of the stream, nine or ten months 
of the year ; for the other two or three months there is some obstruc- 
tion by ice, but the place can at all seasons be approached by sea 
within five miles. Packets are plying continually between this 
point and Boston, Portland, etc., for nearly the whole year. 

Mt. Vernon — Kennebec County. 
Digested from Selectmen's Returns, 

EIGHT POWERS. 

First, the •* Village Mills," on the Whitten stream, at the outlet 
of Flying pond; a grist mill, with three runs of stones, and cob 
cracker ; a saw mill, with one up-and-down saw and four circular 
saws ; a carriage and repair shop, with one circular saw and planer ; 
a spade handle factory, with two circular saws and turning lathe 
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aDd a bark mill and tannery. These mills are on an excellent priv- 
ilege, in the midst of a wealthy agricultural community, and will 
be, in all probability, good paying property for all coming time. 

Second, one mile below on the same stream, on which are build- 
ings suitable for a tannery. Here is unused water-power, with good 
facilities for building, which would pay well for a small investment 

Third, two miles below, on the stage road, the '* Walton Privi- 
lege," at the outlet of Parker's pond, a large body of water, situate 
in the towns of Mt. Vernon, Fayette, Ghesterville and Vienna. 
Here is a splendid privilege, with fifteen feet of head, an abundance 
of water in the driest time, building material and firewood, plenty 
and cheap, with an excellent site for a cotton or woollen mill, or 
other machinery, which can be bought for a fair price. On this 
privilege is a lumber mill containing one up-and-down saw, one 
clapboard machine, one shingle machine, with cutting-off saw, Imth 
saw, picket saw, sapper, &;c. 

Fourth, some sixty rods below, is a large building, in which are 
a grist mill, containing three runs of stones, with cob-cracker, a 
planing mill and a boot and shoe box factory, operating three cir- 
cular saws. The dam and buildings here are all nearly new. 

Fifth ; immediately below this point the Walton stream and 
Whitten stream unite and form Taylor's Mill stream ; about one- 
half mile below the junction, where the stream empties into 
Grotched pond, is another privilege, where there are a saw mill and 
handle factory, with one up-and-down saw, seven circulars and 
lathe ; a repair shop and pump factory, with two circulars and 
lathes, and a carding and clothing mill. Here is an abundance of 
water at all seasons, but there is some trouble by back water. 

Sixth, on the Quimby stream, a grist mill, with two runs of 
stones, and water for about two-thirds of the year. 

Seventh ; on the same stream, one mile below, is a lumber mill, 
with one up-and-down saw and four circulars. The water here is 
all economized and the mill docs a large business. 

Eighth; on the Wing stream, belo^y the outlet of Long pond, is a 
new lumber mill, has all the modern conveniences and improve- 
ments, and does a very large business ; a great part of which is tim- 
ber for railroad cars. Here is an unlimited amount of water for .all 
/ purposes, a very beautiful site for building a first-rate, permanent 
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daiD| and a plenty of available land, adjoining, for all purposes. 
There is some litigation in regard to the right of flowage, of the 
owners of this mill. If the owners succeed in maintaining the 
dam, as thej confidently expect, this is one of the most desirable 
openings for capital that can be found in this part of the State. It 
is situate on the McGaffey road, ten miles from Augusta. 

Naples— Cumberland County. 
Digested from Selectmen's Returns. 

8IX POWERS. 

First, ^' Edes Falls," upon Crooked river, in the easterly part of 
the town. Power all taken up. Works all the year. 

Whole fall in Crooked river, from top of dam at Edes falls to low 
water mark in Songo lock, 86 19 feet. Perpendicular height from 
top of dam to the mudsills of the old George Pierce dam, 19 22 
feet. 

The volume of water equals 1,593 inches, or 11*625 feet, flowing 
under a head of 9 5 feet ; being equal, rejecting fractional estimate, 
to 110 horse-powers. This is at the mean flow of the river. 

Second, '* Chaplin's Mills," upon Muddy river. Power all taken 
up. 

Third, ''Symm's Mills," upon Muddy river; a dam; no other 
improvements. 

Fourth, '* Berry's Falls," upon Muddy river; a dam; no other 
improvements. 

Fifth, ''Songo Rips," upon Songo river; a dam; no other im- 
provements. 

Sixth, ''Mitchel's Mills," at the outlet of Trickey pond. Power 
all improved. Works part of the year. 

All the streams fed by ponds ; Crooked river is very constant ; not 
stated whether the capacity of the streams could be further increased 
by dams, or higher dams. 

Rock, granite wholly, abundant and good. 

Market, Portland, by road and Cumberland &; Oxford Canal. 
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Nbwburgh— Pbnobsoot County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

Falls known respectivelj as '' Gillioore's," '' Bickford's," 
"Adams'," and " Rogers'." 

Improyements, one saw mill and shingle mill, falling and oloth- 
dressing mill, two saw mills, and two shingle mills ; locations not 
stated. 

Height of the Palis, — Of Adams' falls, fifty feet in twelve rods ; 
of the others, eight to sixteen feet in about the same distance. 

ProrfMc/ion.— 300,000 feet lumber, 600,000 shingles, 8,000 
lbs. wool, carded. Net earnings, including labor, about $1,500. 

Power nearly all improved ; works from four to six months. 

Market, Bangor, Hampden, etc. 

Newcastle — Lincoln County. 
Digested from Selectmen's Returns. 

[See alBO « NewoaaUe and Nobleboro'.''] 
SIX POWERS. 

Two on Mill brook, and in time past have had two saw mills and 
one grist mill upon them ; not now employed at all. The mills 
operated the greater part of the year. 

Two upon Dyer's river; improvements, one saw mill, one shingle 
mill, and a match factory ; mills operate most of the year. 

Fifth, a tide-power at Sheepscot. 

Sixth, grist mill and bark mill, upon Meadow brook, that operate 
about eight months of the year. 

Market, Boston and Portland, by water. Abundant and good 
granite. 

Newfield — York County. 
Digested from Selectmen's Returns, 

[See also **Aotoa and Newfield"; " Newfield and Sbapleigh."] 
FIVE POWERS. 

First, ** Dam's Mills," on the Little Ossipee river. There are 
located at this place six mills and two shops for making carriages, 
sleighs, &c. Ten feet head and fall, and if the dam were suitably 
located there would be twelve feet 
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Second, aeyentj rods above Dam's mills, the best privilege on the 
river; formerly a saw mill; not now improved. 

Third ; about thirty rods below Dam's mills are the '' Ham 
Mills"; one grist mill and one carding mill ; nine feet head and 
&U. 

Fonrth, saw mill and grist mill, in the western part of the town, 
on a small stream ; water spring and fall. Ten feet head and fall. 

Fifth, shingle and clapboard mill, on a small stream in the south- 
east part of the town ; eleven feet head and fall. Water spring and 
fall. 

• 

Newpibld and Shapleigh — York County. 
Digested from the Returns of Newfkld and Shapleigh. 

[See alBO *< Newfleld "; and •• Shapleigh."] 
THREE POWERS. 

First, on the Little Ossipee river, head and fall eleven feet 
"Hargrave's Woollen Mills," on the Shapleigh side; four sets ma- 
chinery ; manufacture cassimeres and flannels ; annual production, 
$125,000. On the Newfield side, a good building, thirty by eighty 
feet, formerly used for iron work ; not now used. About eighty 
horse-power. 

Second, on the same river, about eighty rods below, ^'Twombly's 
Privilege," with fourteen feet fall. Formerly a grist mill and saw 
mill, on the Newfield side ; not occupied, except by a shingle mill. 
Owned by the Paper Mill Company. 

Third, Newfield Paper Company's privilege, fifty rods below 
Twombly's, eighteen feet head and fall ; stone dam twelve feet ; mill 
thirty by eighty feet, with wings thirty by fifty feet ; manufacture 
leather board for inside soles, ton a day; $45,000 per annum. 

Stream very constant ; Balch pond at the source, with ten feet 
head, commanded by a dam. 

Newcastle and Nobleboro' — Lincoln County. 
From the Statement of the Boards of Selectmen, 

See also "NewoaAtle''; and *< Nobleboro."] 
ONE POWER. 

** Damariscotta Fresh- water Falls," at the outlet of Damariscotta 
pond ; height fifty-two feet in twenty rods. The stream is twenty- 
two feet wide and 2 5 feet deep. 
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The power is estimated equal to carrying 40,000 spindles in the 
driest time. It now operates two saw mills, two grist mills, and a 
match-splint factory, the year through. The machinery is all old- 
fiatshioned. 

The pond is fourteen miles long and averages half a mile in 
width. It is already improved as a reservoir and is capable of 
higher improvement. The power is entirely unaffected by freshets. 
Granite, in the vicinity, suitable for building. This is a most ad- 
mirable site for a cotton factory. 

New Gloucester— Cumberland County. 
Digested from Selectmen's Returns. 

NINE POWERS, OR MORE. 

Eight of the above are situated on Royal's river, and all within a 
running distance of one-fourth of a mile ; total descent, fiflty feet. 

The power is only partially improved, in mills ; their character 
not stated ; centre- vent wheels employed. 

Some small ponds are connected with the stream which can be 
used for reservoirs. The improvement of the power has operated 
fevorably for the wealth of the town. 

Market, Portland and Lewiston, by rail. 

One power on Lovewell's brook. 

New Limerick — Aroostook County. 
Digested from Selectmen's Returns, 

NINE POWERS 

Six of the above are situated on the north fork of the south brunch 
of the Meduxnakeag river. 

First, twelve feet head and fall; saw mill. 

Second, at the foot of Berry's lake, so-called ; ten feet head and 
fall ; shingle machine, with power to drive a great amount of ma- 
chinery. 

Third, Fourth, Fifth and Sixth, situated below upon the same 
stream, all of them capable of doing good service with any kind of 
machinery. 

Seventh, Eighth and Ninth, on the south fork of the Meduxna- 
keag stream, supported by Drew's lake, 2000 acres ; dam at the 
outlet can be raised four feet without damage. On the Seventh 
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are a saw mill, shingle maobine, lath machine ; an excellent privi- 
lege ; lime quarry cloee at hand. The Eighth is not occupied. The 
Ninth is a good privilege for small machinery. 

Enormous quantities of timber in all the region. Granite suffi- 
cient for building. Excellent limestone. Overshot wheels used on 
all the privileges 

Newport — Penobscot County. 
Digested from Selectmen's Returns, 

THBEE POWERS. 

First, on the Stetson stream ; saw mill and shingle mill- 
Second, on the Milliken stream ; saw mill and shingle mill. 
Third, by far the most important, the '' Newport Village Power," 
at the outlet of Newport pond ; fall fourteen teet in seventy-eight 
rods distance. It is improved in part, in a flour mill, saw and 
shingle mills The power was formerly wholly used by a tannery 
and foundry. The power can operate all the year, though it is not 
now generally used throughout the year. If wholly improved it 
will saw 5,000,000 of lumber, and manufacture 5,000 barrels of 
flour annually. 

Wheels, turbine, tub and Oould. The power is sustained by 
the Newport pond, which covers eight or nine square miles. Dam 
now raises a head of four feet on the pond ; can be raised still 
higher ; entire safety from freshets ; no damage has ever been done ; 
granite abundant and good ; lay of the land convenient for improve- 
ment ; basin one-fourth wooded. The power, though inadequately 
improved, has built up a flourishing village; annual production, 
175,000. 

Market, Portland, Lewiston, etc., by Maine Central Railroad; 
junction of said road with the Dexter and Newport Railroad, is at 
this point. 

New Portland — Somerset County. 
Digested from Selecimeti's Returns. 

FIVE POWERS. 

First, ** Oilman Stream Falls,'* would carry a saw mill, shingle 
mill, grist mill, with three runs of stones, all the year ; one saw 
and shingle mill, carding and fulling mill, planing machine, circular 
saws, etc., now upon it. 
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Second, New Portland falls, on Carrabaaset stream, would do as 
much as the above ; saw and shingle mill, threshing machine. 

Third, Fourth and Fifth, on Limon stream, would each do about 
half as much as either of the above ; saw mill, shovel handle fistotory 
and shingle machine upon one ; grist mill, carding and clothing mill, 
upon another ; saw and shingle mill, clover seed mill and threshing 
machine, upon the third. 

Oilman stream privilege operates all the year ; the others about 
half; undershot and centre- vent wheels ; Gilman and Limon streams 
connected with ponds ; as Gilman pond, four bj one-fourth miles ; 
Porter pond, two by one miles ; Libby pond, one by one-half miles. 
The latter could be made a reservoir at little expense. 

Freshets, on the Garrabasset ten to fifteen feet — have been de- 
structive ; the Gilman stream is quite constant. Rock, granite and 
slate ; two-thirds to three-fourths of the basin of the streams covered 
with woods. The powers have increased the wealth of the town 
one-third or one-half. 

Market, Skowhegan and Farmington. 

Nbwry — Oxford County. 
Digested from Selectmen's Returns, 

THREK POWERS. 

First, on Bear river ; fall sufScient for a large overshot wheel ; 
grist mill upon it, owned by Alden Mardin. 

Second, on the east branch of Bear river ; a saw mill. 

Third, on Sunday river ; mill, dam. 

Streams subject to freshets, being fed by mountain streamlets, 
and not by lakes or ponds. Several millions of spruce lumber near 
the water-powers on both streams. 

Market, Bethel Hill, ten miles distant ; a good road. 

Bocks, granite, and the town ledgy for a considerable part 
Amount of business, far less than might be with the power. 

New Sharon — Franklin County. 
Digested from. Selectmen's Returns, 

••SEVERAL" POWERS. 

First, *' New Sharon Falls," on Sandy river, at New Sharon 
village; head and fall, ten feet. Volume of water stated to be 
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2,T22 incbee under the head and fall. The mills now in use are 
estimated to require 150 horse-power. With a tight dam the arail- 
ftble power would probably be nearly or quite twice greater. On the 
south side of the river there is an intenral, which would be an ex- 
oellent site for mills, much better than the north side, on which 
they now stand. 

Improvements. — A dam in poor order, a saw mill, grist mill, 
shingle machine, chair fisu^tory and machine shop. Wheels employed, 
Kendall and Tuttle. 

Second, '' Lower Falls," situated below the Village falls, vastly 
superior in every respect. The lay of the land hereabout most ex- 
eellent for the location of bridge, mills, dwellings, etc., far better 
than at the upper site. This power is totally unimproved. 

Third, Fourth, etc.; there are several &Ils below the Second, of 
eonsiderable height, with convenient locations for building ; none of 
them improved. 

There are a great number of lakes and ponds connected with the 
Sandy river, though none in the immediate vicinity. Artificial 
reservoirs, if required, could be constructed without large expense. 
No damage from freshets when the dam is in proper order. 

Sixth. *' Weeks' Mill, on Muddy brook, a considerable stream, 
issuing from a pond in Industry, which covers 2 5 to 8 square miles ; 
saw mill. 

Seventh, Eighth, etc., on Muddy brook ; none of them employed. 
Bock, gneiss, slate, and an inferior limestone. 
Market, — *' We are about five miles from the railroad station at 
Farmington." 

A strong desire expressed for a survey of the power, and a dis- 
position to pay part or the whole of the expense. 

New Vineyard — Franklin County. 
Digested from Selectmen's Returns, and a Partial Survey un- 
der their Direction. 

TWENTY POWERS, AND MORE. 

Six, of the principal powers, are situated on the outlet stream of 
Porter's pond, near the centre of the town, and are in successful op- 
eration. 

First, at the outlet of the pond ; head and fall, ten feet. 
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Second, twenty rods below; head and fell, eight feet. 

Third, one mile below, at the village ; head and &11, nine feet 

Fourth, one hundred rods below ; head and fall, nine feet. 

Fifth, one-half mile below the third ; head and fall, twelve feet 

Sixth, one and a quarter miles below the village ; head and &11| 
twelve feet. The back water of each power, except No, 5, at high 
water, extends to the power above ; (No. 6 maj be easily raised to 
No. 4) ; so that the whole stream is converted into a series of &lls 
and reservoirs. 

Seventh and Eighth, '^ at the village, coming down from die 
mountain," No. T used for tannery; fall twenty-jGve feet in six 
rods. Head and fall on the Eighth, forty feet in seven rods; vol- 
ume of water four inches square to twelve inches square, common 
height. 

Ninth and Tenth, not now in successful operation, and not sur- 
veyed. 

Eleventh, on the Bar&er brook ; twelve feet head and fall. 

Twelfth, on the Hillman Mill stream ; both in the southwestern 
part of the town, and both streams tributary to the Fairbanks mill 
stream. Head on the twelfth, seventeen feet ; fall nineteen feet in 
two rods. 

Thirteenth, on the Fairbanks Mill stream, on the county road. 

Fourteenth, on the outlet of a meadow of considerable extent 

Fifteenth, Sixteenth, Seventeenth and Eighteenth, below No. 14, 
and within three-fourths of a mile of it. 

Nineteenth, on the McLerry mill stream. 

Power No. 1, at the outlet of the pond, will run the saw mill 
upon it three-fourths of the year. Power No. 8, at the village, 
runs saw mill two months in the year, and the grist mill during the 
year. Nos. 2, 4, 5 and 6, though having more water, run only as 
the busiiiess requires. None of the powers in operation are fully 
improved ; much water runs to waste. 

The Bow wheel used at power No. 1, and does one-fourth more 
work than the old paddle wheel formerly used ; the other powers 
use the centre-vent wheel chiefly. 

Porter's pond is 640 acres in extent, and the flowage around is 
secured to the original proprietor ; no additional reservoirs, of much 
extent, could be constructed. The capacity of the pond could be 
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« 

increased by raising the dam at the tipper mill, so «0 to eleviate the 
irhole suface foar feet higher than it now is, at ay expense of $600. 

At No. 14, a meadow oonld be flowed 200 wres in extent, for 
f200 ; and Nos. 16, 16, 17 and 18, are sp the same stream, and 
within three-fourths of a mile. All the #tker powers on thu stream 
would have small reserroirs. 

All the powers are safe as to frerfiets. except No. 18 ; all except 
1, 2, 8, 4, 6, 6 and 18, would bd inconstant, and would run ma- 
chinery only three to nine months ja the year. 

Outcropping and underlyisg rvcks, granite boulders and limestone. 
Nos. 14, 15, 16, 17 and )4, b^^© ff^ fecilities for building stone 
dams Considerable forget sud timber. 

The eflect of the i^proi^ment of the water-powers in operation, 
has been to furnish bu^'ding material, employment to machinery, 
and to increase tKs ea*e and comforts of living. 

Market, Fanniqjton, four to eleren miles distant from the 
powers. 

NoBLEBORo' — Lincoln County. 
Digested frmn Selectmen^ a Returns, 

[See alio «• NeweMtlo and Nebleboro^."] 
THRFfi POWERS. 

first, on Oyster creek ; no specifications. 
5econd, on Winslow's stream ; no specifications. 
Third, on Jones' stream ; no specifications. 

NOKRIDaKWOCK — SOMBRSEX CoUNTY. 

Digested from Selectmen's Returns, 

TWO POWERS. 

First, ^* Bombasee Rips," on the Kennebec river, three miles 
above Norridgewock bridge ; fall, six feet in two rods, or about ten 
feet in one- fourth of a mile ; power estimated variously, as equal to 
running thirty saws, or to sawing 4,000,000 of lumber. " It is a 
great privilege." No part of the power is used. 

Second, *' Sawtelle's Mills," at the mouth of Sawtelle's mill 

ftream, in South Norridgewock ; &11 ten feet in twenty rods ; 

power estimated sufficient to grind 16,000 bushels of grain, and saw 

some 200,000 feet of lumber ; has a saw mill and grist mill upon it 

16 
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The grist mill operates all the year ; the saw mill all bat wiatera. 
Occasional sospeiAiona of both in very severe droaths. 

The improvemeit of the power has bad a marked iDflaence, 
though variously estimted ; as having built up a village of 800 
inhabitants ; as having inf^reased the value of real estate in the 
vicinity twenty-five per cent ; as having resulted hi a gross inoreaae 
of property of $75,000. 

Market, Skowhegan and rulroid, five miles distant, by road ; and 
supplying lumber operators. 

Freshets are stated to increase the ^lume of the stream tenfold ; 
which stream is referred to,, does not appear. 16^1 range firom 
low to high water, twenty-five feet !Ehrei insufficient bridges have 
been carried away. Bombasee Rips always average a foot) at least, 
on the fall. 

If the volume of water of the Kennebec, 4 \0f run, be a^y^fM^ 
thirty-eight per cent less than at Augusta, 01 10) goO oubio feet 
per minute, the power on the ten foot fall is 2/)04 horse-poweia 
gross, Augusta being 5,000. 

North Bbbwiok — York County. 
Digested from Sdedmen's Reiums. 

TEN POWERS. 

Eight of the above, are situated upon the Great Works liyer, 
and two upon the Negutaquis river. They vary in height from ^en 
to thirty-five feet, in a distance of ten to twenty-five rods. 

The power is not all improved. Partially improved in saw mills, 
grist mills, etc., and one cotton factory. The mills operate nearly 
all the year ; the machinery employed is, in part, very good ; tur- 
bine wheels used. 

Power is owned by the North Berwick Company and others. 

The main stream is connected with one pond which contains from 
two to three square miles. Artificial reservoirs not feasible. 

Rocks not suitable for building ; excessively hard ; lay of the 
land, about the falls, good. 

One-third of the basin of the stream covered with forests. The 
improvement of the power has been of decided advantage to the 
wealth of the town. 

Market, Portland, Boston, by Railroad. 
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NoRTHFiELP — ^Washington County. 
Digested from Selectmen's Returns. 

FOUR POW£RS. 

First and Second, ''Holmes' Falls," on the Maohias river, which 
oonsist of two rapids about half a mile from each other, the upper 
having a teXl of fifteen feet, the lower of thirteen feet; each capable 
of propelling machinery equivalent to eight saws for manufiusturing 
lumber. 

Third, " Black Cow Meadow Rips," on Bog stream, which has a 
Ml of thirteen feet. The source of the water is Bog lake, 1,000 
aimres in extent, and affording power for two saws the year round. 

Fourth, a privilege on Bog stream near its exit from the lake, 
on which are a mill with a single saw, and a lath and shingle mill. 
With a suitable wheel this power will operate the season through. 

None of the privileges above mentioned are put to use except the 
Third. The occupation of the Black Cow Meadow Ripe is now under 
contemplation. 

Other points are noted as having power, '' Dick's Falls," '* Col- 
Iqp Rips," and '' Brown's Rips." 

North Havbn — Knox County. 
Digested from Selectmen's Returns. 

TWO POWERS. 

First, a saw mill and grist mill on a salt water and tide stream, 
known as Luce's stream. 

Second, at the outlet of Beaver pond ; by the construction of a 
dam, a fall of ten feet could be secured, without serious flowage of 
the surrounding farming land, and a power of local value produced. 

Market. Rockland, twelve miles distant, by sea. 

Northport— Waldo County. 

[Sm Appendix.] 

North Yarmouth — Cumberland County. 
Digested from Selectmen's Returns. 

TWO POWERS. 

First, ** Porter's Mills," on Royal's river. 

Second, '* Masters' Mills," on the east branch of Royal's 'river. 
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The power ia aafficient to drive a saw and two runs of stones the 
year round. 

Market} Portland. 

Norway — Oxford County. 
Digested from Sdectmeiife Returns. 

TEN POWERS. 

The '^ Pennassawassa Falls," situated on the outlet stream -of 
Pennassawassa pond, in Norway Tillage, and in the southeaat oomer 
of the town, embrace and constitute six of the aboye. Total fidl 
seventy-six feet in one mile. 

Fit St power, reckoning from the outlet of the pon4, '* Bennett's 
Mills"; fall, thirteen feet; a saw mill, shingle mill, ai^d flouring 
mill. 

Second power, '* Pennassawassa mills"; fall, eleven feet; % two 
set woollen mill, a carding and cloih«dressing mill, (independent of 
the others, for custom work), and machine shop. 

Third power, no improvement except dam ; fifteen feet fall. 

Fourth power, height of fall, fifteen feet ; a grist mill, platter 
mill, shingle mill, carding mill and job shop. 

Fifth power, seven feet fall ; no improvement, except a dam. 

Sixth power, fall, fifteen feet ; saw and planing mill, a kit factory, 
with shingle and clapboard machine. 

In addition to the above, between the second and third dams, is a 
fall of four feet, which can be made available only by flowing the 
meadows west of, and contiguous to the village. The last named 
four powers are called ^^ Steep Falls," and are all within a horizontal 
distance of fifteen rods. 

Volume of water, with eleven feet head on the second dam ; the 
supply is sufficient to supply four feet square, (sixteen square feet), 
of water for thirteen hours per day, throughout the year. 

The foregoing powers work all the year; the ponds, three in 
number, connected with the stream have an aggregate surface of 
2,500 acres, upon which a good depth of water can be commanded. 

The second power and mills are owned by a large number of dif- 
ferent owners. Machinery generally good; wheels running, centre- 
vent ; one overshot wheel on the fourth dam. 

Freshets entirely indestructive when the dams are kept in order ; 
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total range of water four feet, or thereabout : supply constant, eyen 
when all other powers in a radius of sixteen miles, have failed. 

Seventh, at the outlet of North pond, in the northeast comer of 
tiie town, with constant supply of water and a fall of twelve feet. 

Ei|^th, Ninth and Tenth, situated upon small streams in differ- 
ent parte of the town, with saw mills upon them, and sufficient 
water finr use during three or fimr months of the year. 

Market, Portland and Boston ; stetion of the Grand Trunk Rail- 
way distant one mile at South Paris. 

Oldtown — Penobscot County. 
Statement of John W, VeaziSy Esq.^ of Bangor. 

[Sm Appendix.] 

In reply to yours of the 11th December, in regard to the water- 
power of Oldtown, I submit the following statement : 

The mills on Oldtown falls belonging to my father, contain five 
gangs of saws, fourteen single saws, four lath mills, two clapboard 
mills, and three shingle mills. When all are running, the area of 
diseharga is equal to 17,242 square inches, all pressure wheels, and 
the actual discharge is fully three times this amount. The average 
head of water is about nine feet. In spring fresheto there is often 
a seventeen foot head, and in the very low water of summer, not 
over six feet I regard the power of these falls equal to 560 horse- 
power, average pressure. 

Orient — Aroostook County. 

[See Appendix.] 

Orland — Hancock County. 
Digested from Selectmen's Returns. 

EIGHT POWERS. 

First, at head of tide on the Eastern river; a substantial granite 
dam ; head twelve feet, ponding the water back two miles to the 
outlet of Alamoosuo pond. 

Second, ^'Alamoosuc Falls," at the outlet of Alamoosuc pond, a 
most excellent privilege ; head and fall about twenty feet ; water 
abundant throughout the year. The pond contains 1,200 acres, — ^ 
is fed by two small streams, one large one, and by large and small 
ponds. 
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Third, on the — ; branch ; a saw mill, bedstead fiMStorj, etc.; 

fall about eighteen feet 

Fourth, on Meadow brook ; saw mill, operating a small part of 
the year. 

Fifth, '' Toddy Pond Falls," on the outlet stream of Toddy pond, 
between Toddy and Alamoosuo ponds; total fall, about 160 feet in 
a horizontal distance of 150 rods. The stream is narrow and the 
banks high. '' The pond is about nine miles long and three-foarlhs 
of a mile wide, covers about 5,000 acres, and drains about 
51,000 acres. The site is deemed a most excellent one for fieus 
tories." 

No specifications in regard to the other powers. 

The ponds can all be cheaply improved for reservoirs, their 
mouths being narrow. Artificial reservoirs of large capacity can be 
formed, if needed. Freshets entirely harmless, owing to the lakes 
and ponds. A very insignificant portion of the power now used. 
Annual product about $50,000. Rocks suitable for building pur- 
poses ; lay of the land, about the falls, most excellent 

The power is eminently accessible, thQ first dam being, as before 
stated, at the head of tide. Proprietors would aid in a th<mragli 
survey of the power. 

Ornbville— Piscataquis County. 

[See Appendix.] 

Orono — Penobscot County. 
Digested from the Returns of N. Wilson, Esq, 

FIVE POWERS. 

First, the ** Upper Stillwater Dam," on the western chute^ or 
channel, of the Penobscot river, which here is divided and broken 
by large islands ; said channel is called the Stillwater river, and 
is fed by Pushaw river, the outlet of the great Pushaw lake. 

Second, the "Lower Stillwater Dam," upon the same river. 
Total head upon these two dams, sixteen to twenty-two feet. 

Improvements ; upon these two dams are now twenty-two single 
saws, ten gangs, five rotary saws ; twelve lath, three shingle, and 
four clapboard mills ; also two planing machines, one machine-shop 
and one grist mill, and ample space and power for more. 
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Third, '* Ayer's Falb," on the ohate, or channel, of the Penob- 
Bcot, lying betwixt Ayer's island and the right bank of the river. 
The mills upon this privilege are called the '^ Basin Mills." Head, 
nine to fourteen feet The total fall from Hammett's mill, (so- 
called,) to the foot of Ayer's island, is 81 58 feet. 

This power commands the entire volume of the Penobscot, by 
means of a low dam extending from the head of Ayer's island to the 
left bank of the main river, which, at low water directs the whole 
current down the channel aforesaid. 

Improvements ; eight single saws, four gangs, two lath, two clap- 
board, one shingle, two rotary saws and a machine-shop. 

This privilege is unsturpassed in respect to its combined advanta- 
ges for mills, cheapness of dams, security from freshets, and amount 
of power. Chief owner, Oen. Samuel Yeazie. 

Fourth, '^ The Stillwater Canal Power "; by means of a canal 
leading from the Stillwater channel above the upper dam, to the 
'^ Basin," a vast amount of power would be made available, as the 
water could be used several times over. 

Fifth, '* The Basin Canal Power "; a canal extending from the 
Basin down the right bank of the river two miles, and conveying, 
as it might, the total volume of the Penobscot, would afibrd privi- 
leges for mills and factories its whole length, totally secure from ice 
or freshets. The improvements upon the three privileges, as above 
set forth, consume but a small part of the available power. 

The mills operate, for the most part, only from April to December. ^ 
Total annual production, 65,000,000 feet of lumber, besides laths, 
clapboards and shingles. 

Market, Bangor, seven miles distant, by canal, by the river, and 
now, or soon, by the European and North American railway. 

Population of Orono, 8,800; three churches; the best of public 
schools, and excellent society. The State College of Agriculture 
and Mechanic Arts, is located here, about one mile from the village, 
on the east bank of the Stillwater river, in a beautiful and com- 
manding situation. 
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OfiJUNaTON — Pknobscot Cottnty. 
Dig^ted from 8eleeimen^9 RUunu* 

SIX POWERS. 

All are situated on Segeankedunk gtraam, the xmtlel of Orriag* 
ton Great pond, and a tribatary of tke Penobeeot river. 

The *' Fall at East Orrington," is the meet important, being 
about sixteen feet ; upon the oUier pritilegee is from eight to twelfv- 
feet The upper fall is backed bj about two miles of dead water; 
the other powers by from one-fourth to three-fourths of a mik'; 
water very quick. 

The best privilegje runs two saws through the year ; No. 2, a 
tannery; Nos. 8 and 4, grist mills j and will grind an indefinite 
amount Four only of the privileges are improved ; smallest are 
unimproved. The mills operate all the year, except in very dry 
seasons, when a month is sometimes lost. The powers are all owned 
in Brewer and Orrington. 

The stream is connected with two ponds; Ghreat pond, eight 
square miles ; Field's pond, four square miles. There is a dam at 
the outlet of Great pond, and if this were in good repair, the water 
would be ample to run all the mills all the year, however severe the 
drouth. Stream steady ; freshets in spring about five times ordinary 
volume ; no damage, to any amount, has ever occurred. 

The fnlls are protected with ledge, but rock is not sufficient in the 
immediate neighborhood for extensive building. The lay of the land 
is excellent in every locality. 

The improvement of No. 1, was the up-building of the eastern 
portion of our town; No. 2, has had a similar efieot; and both 
together have increased our population and wealth ten per cent 

Market, great local market, lumber shipped at Brewer village and 
Orrington, by hauling one and a half miles ; produce, at Bangor, 
by road, two miles. 

Power No. 1, at East Orrington, which is superior to the others, 
is well situated in the centre of the village, and within three rods of 
the road, which is easy of access from the mill at all times. It is a 
natural site for a mill, and the • power is sufficient to run a large 
factory, and almost any amount of other machinery. It is consid- 
ered one of the best locations for the investment of capital, with 
profit, that there is in the State. 
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The other powers, between East OrringUm and Brewer village, 
are excellent ; grinding forty bushels of corn per hoar, at a single 
run of stones. To any party wishing to build a cotton fiu^tory, the 
privilege at East Orrington o&rs peculiar temptations, both by its 
natural location and the short distance of transportation. 

Otis — Hancock County. 
Digested from Selectmen's Returns, 

SIX POWERS. 

First, ''Remick's Falls," at the foot of Flood's pond; descent 
seventy-five feet in twenty rods. Clapboard and shingle mill, cat- 
ting 2,000,000 shingles, 100,000 clapboards; mill works all the 
year ; machinery not of the best construction. Not one-fourth part 
of the power employed. 

Second, half a mile below B^mick's falls, a saw mill, capable of 
running all the year, but not now in use for lack of repairs. 

Third, one mile further down the stream, a shingle and clapboard 
machine ; cuts about the same as the first ^nentioned. This power 
is all improved. 

Fourth, a power at the outlet of Springy pond, formed by dams 
which raise the surface of the pond. A shingle machine upon it, 
capable of running half the year ; the dam now out of repair, and 
the power, therefore, not in use. 

Fifth, a power at the foot of Beach Hill pond, with a saw mill 
which cuts about 500,000 long lumber, board measure, per annum. 
The fall is twenty feet in thirty rods ; the power is about half im- 
proved. 

Sixth, at the foot of Mountain pond, height of fall same as the 
above. A shingle and clapboard mill, capable of running all the 
year, and of cutting 1,500,000 shingles and 100,000 clapboards. 

Market, Ellsworth and Bangor. Ample room and power for 
other mills and factories, on. the above privileges. Centre* vent 
wheel employed. 

Otisfield — Oxford County. 

[See Appendix.] 
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Palermo— Waldo County. 
Digested from Selectmen's Returns. 

TEN POWERS, OR MORE. 

First, '^ Marden's stave and shingle mill," in the northeast part 
of the town ; power sufficient to drive two runs of stones eight 
months of the year. 

Second and Third, on Little river ; tribntarj to the Sheepsoot 
river. 

Fourth, on the main Sheepsoot river ; stream is judged to fall 
about eighteen inches to the rod, for fifteen rods ; dam broken, mills 
in decay. The power is sufficient to drive four runs of stones nearly, 
or quite, all the year ; stream fed by ten, or more, ponds. The 
privilege is about one-quarter of a mile below Sheepsoot Great 
pond ; three by one miles ; stream ranges from six to eight feet, 
from lowest to highest water. The lakes can be improved readily 
for reservoirs. 

Fifth and Sixth, on a tributary, on the West Branch of the 
Sheepsoot; saw mill and shingle mill. 

The other powers are not specified. 

One-half of the basin of the stream covered with woods ; granite, 
in the form of boulders ; flint rock, and a sort of sandstone. 

Market, Belfast, Rockland, and Augusta, by road. 

Palmyea— Somerset County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

First, at the outlet of White's pond, on Village Mill stream ; 
occupied by Elisha W. Shaw ; the real owner not known ; a shingle 
machine operates from four to six months. 

Second, on Madawaska stream, owned and occupied by Nay k 
Runnels ; saw mill and shingle machine ; operates from four to six 
months. 

Third, on Indian stream ; upon it a building once used for a peg- 
factory, now unoccupied ; a circular saw on the other side of the 
stream ; operates eight or ten months. 
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Paris — Oxford County. 
Returns of S. P. Maxim^ Esq., Selectman. 

TWELVE POWERS. 

First, ** South Paris Water-Power," located on Little Andro- 
sooggin river. Improvements ; one flouring mill, one saw mill, in- 
cluding shingle machine, planer, and machinery for the manufacture 
of barrels ; owned by Charles Bailey & Co. ; annual production, 
estimated, 15,000 barrels flour; capacity, 20,000 barrels; now 
grinding 700 bushels of wheat every twenty-four hours. Saw mill, 
estimated annual production, 100,000 feet boards, 100,000 shingles, 
and materials for 15,000 barrels. Power all used, except in periods 
of high water. A deficiency, usually; in mid-summer. 

Second, "West Paris Water- Power," on Little Androscoggin 
river. Improvements; one flouring-mill, owned by Andrews & 
Dean ; annual production, estimated at 8,000 barrels flour. 

Third, " Willis' Mill Water-Power," on Little Androscoggin 
river, a saw and shingle mill, owned by Willis Brothers ; annual 
production, estimated, 75,000 feet of boards, and 75,000 shingles. 

Fourth, ** Barnes' Mill Water-Power," on Little Androscoggin 
river, three-fourths of a mile south of West Paris station ; one saw 
mill owned by P. C. Fickett ; capacity of annual production, esti- 
mated, 100,000 feet of boards. 

Fifth, " Snow's Falls Water-Power," located on Little Andro- 
scoggin river. Improvements ; one furniture manufactory, owned 
by S. L. Howard ; capacity, estimated equal to the production of 
8,000 barrels flour. 

Sixth, " Jackson's Mill Water-Power," located on Little Andro- 
aeoggin river. Improvements, one saw and grist mill, with shingle 
machine, and stave mill ; owned by I. H. Jackson. Capacity, esti- 
mated, equal to annual production of 8,000 barrels of flour. 

Seventh, "North Paris Water-Power," located on Moose-Pond 
stream. Improvements ; one grist mill, owned by E. W. Murdock ; 
annual production, estimated, 1,000 barrels flour. 

Eighth, one-fourth mile below the foregoing, located on Moose- 
Pond stream. Improvements ; one saw mill, one shingle mill, 
owned by Ira Bartlett. Annual production, estimated, at 50,000 
feet of boards, and 50,000 shingles. 

Ninth, **Iron Foundry Water Power," located on Stony brook, 
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near its outlet into the Androscoggin at South Paris. Foundry and 
machine shop, owned by F. G. Merrill &. Go. Gapacity, estimated^ 
equal to the production of 500 barrels flour. 

Tenth, '^Royal's Mill Water- Power," located on Stony brook; 
one grist mill, one carriage shop, owned by Wm. Royal. Produc- 
tion, estimated, 500 barrels flour. 

Eleventh, ^'Ejng^s Mill Water-Power," located on Stony brook. 
Improvements; one saw mill, including shingle machine, and 
'^ Dead- Eye " machine, owned by S. M. King. Annual prodootion, 
estimated, 50,000 feet of boards, and 100,000 shingles. 

Twelfth, <' Hammond's Mill Water- Power," located on Smith 
brook; one saw mill, owned by M. Hammond; annual product, 
50,000 feet of boards. 

The aggregate annual production of all the powers enumerated 
above, is 26,000 barrels flour; 400,000 feet of boards, 200,000 
shingles. 

The proportion of forest is estimated at one-sixth ; but little old- 
growth forest left. The market connections are at Paris Hill, South 
Paris, West Paris, North Paris and Snow's falls ; principally at 
Grand Trunk stations at South Paris and West Paris. 

The elevation of Paris Hill above the sea-board, as measured by 
G. L. Jackson, is 831 feet 

Parkmak — Piscataquis Gountt. 
Digested from Selectmen's Returns, 

FOUR POWERS. 

First, '^ Gumming's Brook," head and fall (with a dam eight feet 
high) of twenty-four feet, with water for about four months in the 
year. Its capacity could be doubled by the construction of two 
dams above. 

Second, *^Pingree's Mills," on Mill Stream, with a shingle mill 
upon it; formerly a grist mill and saw mill, also. Works only 
about four months in the year. Power situated near the centre of 
the town. 

Third, '^Holbrook's Mills"; saw mill operating four saws; grist 
mill running about six months. Gapacity of the above two powers 
might be doubled by a cheap dam, which would flow a very large 
bog. Power situated near the centre of the town. 
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Foarth, ''Pease Mills," on the south branoh of the Piscataquis 
river ; a good power with a good dam ; saw mill and shingle mill 
leeentlj burned. Sometimes a lack of water, but at a trifling out- 
lay a lake two miles above might be converted into a reservoir and 
ample water secured all the year. Situated in the northwest corner 
of the town. 

'* Good roads to all the powers, and a good farming town." 

Parsonsfield — York County. 
Digested from the Returns of the Selectmen. 

[See also "PMaonflfield and Porter.*'] 
FOUR POWERS. 

These are all small ; are situated upon brooks which are supplied 
bj Long, Spruce, and Mudgett ponds. Three of the powers are 
occupied by mills. 

Parsonsfield — York County, and Porter — Oxford County. 
From the Returns of Parsonsfield and Porter. 

[See also " Parsonafleld *"; and *< Porter."] 
THREE POWERS. 

All are situated on Great Ossipee river, the outlet of Great 
Ossipee pond. 

First, '^ Keazar Falls "; total height of the fall fifty feet, attained 
within the running distance of one mile. No estimate of the power, 
by measurement, has ever been made; one perpendicular saw will cut 
1,000,000 feet lumber annually; a part of the power is improved 
as follows : one planing machine ; one stave machine ; one shingle 
machine; one bobbin factory ; one grist mill; one saw mill; two 
dams. 

All the mills and machines work the whole year. Dry times do 
not interfere with the working' of the machinery, as there is an 
abundance of water at all times. The volume of water might be 
somewhat increased by further improvement of the reservoirs. 
Centre-vent and spiral-vent wheels are used wholly ; considered 
best. Power owned by Moses Sweat, A. P. Benton, and others. 

The bed of the stream, at the falls, is very stony and many large 
locks are found ; but of a quality not suitable for building purposes. 
In the vicinity of the falls, however, granite is found in quantity 
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sufficient for all baildings which may be erected. The river flowi 
in an easterly direction ; the southern shore u a gradual slope to 
the river the entire length of the &lls, which gives an ezoelleiit 
location for mills or shops. The northern shore deaoends to the 
river by a steep bank, the greater part of the length of the falls, aad 
would be a good location for mills The river is very constant In 
dry seasons all other mills in this secticm are obliged to soqMod 
operation, while the machinery on this stream runs with the saae 
regularity and power as at any other time ; and during such periods 
receives the patronage of people at a great distanoe ] not improved 
on the Porter side. 

Second, <' French's Falls," above Eesar fiills ; &11 nine fret; 
not improved. 

Third, '< South River Falls," above French's falls, descent eig^t 
feet ; not improved. 

The river, at the above sites, about 200 feet wide. 

In fireshets the volume is sometimes nearly doubled, though gea- 
erally increased one-third. One dam and two bridges have been 
swept away, but no mills have ever been damaged by freshets ; ordi- 
nary rains have but little or no efiect upon the stream. The country 
not being very mountainous, the stream rises and falls slowly. Total 
range from low to high water three to five feet. 

Passadumkeag — Penobscot County. 
Statement of Selectmen. 
There is no water power in this town. 

Patten — Penobscot County'. 
Digested fro^n Selectm^en^s Returns. 

FOUR POWERS. 

The principal and only reliable water power in Patten is on 
** Fish Stream," an affluent of the Mattawamkeag river. 

First, the " Upper Dam," giving twelve feet head, is occupied by 
a saw mill, planing mill, &c. Sufficient water for the saw mill 
for about four months in the year. The mill cuts about 200,000 of 
boards annually ; a clapboard machine in the same mill manufiu)^ 
tures about 30,000 clapboards annually. 
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Seocmd, the *' Lower Dtin," oeoapied by a grist mill; head, 
tweWe feet, carrying two rone of stones and four bolts. There is 
sufficient water to carry the mill about eight months only of the 
year, on an avera^. 

Third, on the '' Hersey Brook," a grist mill. Height of fall, 
twenty-two feet Mill carried by an overshot wheel eighteen foot 
in diameter. Two runs of stones, one flour bolt Sufficient water 
for this mill about four months in the year. 

Pembroke — Washington County. 

[Sm ApfMttdiz.] 

Penobscot— Hancock County. 
'Digested from Selecimen^M Siaiemeni. 

BIGHT POWERS, AND MORE. 

Situated as follows: upon WardwelVs Stream, Winslow's Stream, 
and South Bay Meadow Dam. Wardwell's Stream is fed by 
Pierce's pond, which is circular, half a mile in diameter and half a 
mile from tide water. Three falls on said stream, which have been 
improved, all but one have been abandoned for want of lumber. 

First, the power nearest the pond, used to drive a single saw and 
a grist mill with two runs of stones, stave, lath and shingle ma- 
chines. The saw mill is driven by an an old-fashioned paddle 
wheel ; the grist mill and other machinery by a breast wheel, with 
ten feet head. Can be worked six months of the year. The saw 
mill does but little business for want of logs ; the stave machine has 
cut 600,000 staves the present year. 

Second, below the first, has been used for a carding and clothing 
mill, which was driven by an overshot wheel fifteen feet in diameter. 
The &11 is obtained by carrying the water eight rods horizontally ; 
does no business at present. 

No information given respecting the third power on Wardwell's 
Stream. 

Building material may be obtained handily. Granite in abund- 
ance oa the premises ; bricks are manufactured within fifty rods of 
either power. Vessels of 200 tons burthen come within one mile ; 
small vesseVs and scows come to the brick yard, within fifty rods. — 
The dam at Pierce's pond is ninety feet long. * The pond might be 
raised to any height by building the dam higher. 
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Fourth, Winslow's Btream, is about six miles long from tide water 
to the head of Wight's pond, so called, bj whioh said stream is fed. 
The area of said pond is aboat seventy-five acres. At its foot there 
is a power used to drive a single saw and grist mill. Ten feet fiill 
is obtained by building a dam sixty feet long and six feet high in 
the middle. The owners of said power do not have the right to 
flow the meadows after the 15th of May until they have been cat 
More fall might be easily obtained if needed. A good dam and the 
right to flow the meadows would insure a constant supply of water 
the whole year sufficient to drive a saw mill with the old uneconom- 
ical wheel. 

Fifth, on the same stream, within fifty rods of tide water, used 
only to drive a shingle machine. Fifteen feet fall could easily be 
obtained. If the meadows were flowed as noted before, this would 
be a valuable power with a constant supply of water for the year. 
The location is convenient fi)r mills and work shops. It is within 
ten rods of the stage road. Vessels of 200 tons burthen have been 
built within fifty rods of said power. Plenty of granite suitable for 
building within 100 rods. The quarry has been worked. 

Sixth, etc., other powers on said stream have been improved in 
years gone by, but the lumber has been cut off, and for the want of 
capital and experience in other mcnufacture than lumber, they are 
and remain unimproved. 

Eighth, '' South Bay Meadow Dam," is situated on the Bagaduce 
river, five miles by the course of the river above Gostine. A com- 
pany was incorporated by the name of the South Bay Meadow Dam 
Company, with power to build a dam across said river for the pur- 
pose of draining the river above the dam to make meadaw for the 
cultivation of hay. The river extends five miles above said dam 
with an average width of eighty rods. The company built a stone 
dam across said river on the head of a fall where the river is about 
fifteen rods wide with a fall of ten feet in five rods horizontal dis- 
tance. Said dam has a passage through it twenty-six feet long, 
closed by gates that open on the ebb tide and shut on the flood. 
The company succeeded in draining the river of the tide waier, but 
the numerous streams flowing into it prevented further operation in 
that direction. They then obtained a charter for a toll bridge on 
said dam, and at present it is used only for the bridge. It is said 
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bj skillful millwrights that if another dam were erected on a simi- 
lar fall one mile below on said river, with gates as before described, 
so as to drain the river between the dams for a reservoir to receive 
the water received by the mills on the upper dam, so that what ac- 
cumulated on the flood would run out on the ebb tide, there would 
be a never failing supply of water. If the fresh water streams 
should fail at any time, the flood gates could be set open and the 
river above filled in twenty-four hours. It has been estimated that 
the river. when full above would last one week without the help of 
any of the streams. The river above could be filled while the mills 
are shut down on the Sabbath. The Meadow Dam is now the head 
of navigation on the river ; vessels drawing twelve feet of water caa 
come up to the dam. 

p£RHAM — Aroostook County. 
Formerly No. 14, R. 4. 

[Sea Appendix.] 

Perkins — Sagadahoc County. 
From the StatemerU of the Selectmen. 

ONC POWER. 

The *' Little Narrows," between two islands, about seventy-five 
feet wide, through which the tide runs with considerable rapidity. 
Fifty years ago a move was made to improve the privilege ; a wheel 
was set which worked well, but from want of means or some other 
cause not now known, mills were never erected. The privilege is 
now entirely dnimproved. 

Pbrry — Washington County. 
Digested from SelectmerCs Returns, 

prVE POWERS. 

All the above are situated on Little river, the outlet stream of 
Boydcn pond, and all within a horizontal distance of two miles. The 
pond is five by two miles, and is fed by brooks and springs. It has 
a dam at its outlet. 

First, *' Gibson's privilege," twelve feet fiill ; grist mill and card- 
ing machine. 

Second, '* Gates, Duren & Co*s privilege"; fall, twenty-five feet; 
gang saw mill. 

16 
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Third, '^ ChadboarDe privilege "; lath maohine; &11 twenty-two 
feet. 

Fourth; '' Mill," lath maohine; fall ten feet. 

Fifth, '' Rapid "; six feet &11. 

The powers work about eight months of the year ; artificial reaer^ 
voirs might be constructed of such siie as to supply water for all the 
year; wheels, high breast. 

Gates, Duren k Co., upon one power, saw 8,500,000, of lumber, 
yearly. Their mill is within three-fourths of a mile of tide, and tha 
landing place of vessels of not over two hundred tons. 

Market, New York, Boston, and all points by sea. 

Rock ; sandstone. Land on each side of the stream cleared, 
level, good for building, and productive of hay; the town is gener- 
ally fertile. The lots remaining after the removal of the timber, 
two hundred acres each, will make each two good farms. 

The power is not all employed. The amount of it may be judged 
from the working capacity of Gates, Duren k Go.'s work upon one 
|fewer. 

P-i'RU — Oxford County. 

[See Appendix.] 

Phillips — Franklin Cowty. 
Digested from Selectmen's Rettirns. 

THREE POWERS. 

All are situated on Sandy river in a running distance of three and 
a half miles 

First, the upper of the series, *' Wing's Mills ^'; operate all the 
year. 

Second, two miles and a half below, ** Whitney's Saw Mills" use 
144 inches of water; estimated power, thirty horse-power at lowest 
run, Avhich is about one-fourth of the quantity running. Operate 
part of the year. 

Third, one mile below, us the stream runs, and sixty feet lower, 
vertically, '* Beedy's Grist Mill," operates all the year. Improve- 
ments consist of clover mill and saw mill, sawing and planing mill, 
grist and carding mill. 

Flutter, Blake's, and Tub wheels, employed. More dams could 
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be cheaply oonstruoted ; range of water eight feet in a width of 
fifteen rods. 

Freshets cannot affect the present mills ; water variable ; rises 
and falls quickly. 

Rock, granite ; lay of the land good ; three-foarths of the basin 
covered with forest. 

Improvement of the power has benefitted the town much, in pro- 
portion to its amount. 

Market, Farmington, eighteen miles by road, and at home. 

Phipsburg — Sagadahoc County. 
Digested from the Statement of SamH D. Reed, Esq. 

TEIf POWERS. 

First, a good tide privilege at the '' Basin," on New Meadow 
river ; has carried a saw mill, corn mill, carding machine and fulling 
mill ; has not been improved for a great number of years ; stone 
dam remains good ; vessels can load at the mills. Situated about 
twenty-five miles from Portland, by inside navigation among the 
islands of Gasco Bay, ten miles from Bath, and two from the mouth 
of New Meadow river. There is no old forest, but a good second 
growth in the vicinity. Plenty of good granite near, and a good 
lime quarry within a mile on the samo basin of water, and plenty of 
wood in the vicinity. Lime burning could be made very profitable 
as the limestone is situated near the shore. 

There is, also, a very hard stone somewhat connected with ths 
limestone ; it is so hard that the limestone drills can make no im- 
pression on it. It has been pronounced by mechanics to be a supe- 
rior emery. 

The water-power, lime quarry and emery stone, are owned by 
Sami D. Reed, and others, of Phipsburg. 

Second, a small tide power at Small point; a sawmill and shingle 
mill ; also, a quarry of good mica slate, which can be got out in 
large sheets. 

Third, a small tide power on a branch of Morse's river ; has been 
a saw mill. . Morse's river makes in from the sea about ten miles 
west from Fort Popham. 

Fourth, at " Parker's Head," on the Kennebec river, there is a 
very great tide power which has carried ten up up-and-down saws 
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with the usual complemeot of small machinery, such as sbingle, 
lath, picket, &c , &c. With the best water wheels, the power would 
carry double the amount. It ''is considered the best privilege on 
Kennebec river," being open all winter to navigation; is three miles 
from the mouth of the river and Fort Popham, and ten miles from 
Bath. Logs come down river to supply the mills. Eight of the 
mills were burned down last September, (1866), leaving the dam in 
good condition. The privilege is for sale. Qooi quarry of graniti 
and flagging stone about one mile to the west of Parker's Head 
village, from which stone has been used for more than thirty years. 
The stone splits well, and works up to a fine edge. 

Fifth, a tide power at the centre village, on Kennebec river, now 
occupied by two up-and-down saws, some small machinery, and a 
grist mill ; power sufficient to carry more mills. Logs come from 
up river, principally, to supply the mills. It is also used, in part^ 
for sawing ship timber for vessels built near the mills. The mills 
are seven miles from Bath and six miles from the mouth of Kenne- 
bec river. 

Sixth, two miles from the centre villege, a double saw mill at 
Drummore, so called ; vessels load at the mills. • 

Seventh, ^' Drummore Bay " might be dammed so as to make a 
very large tide power. 

Eighth, on a fresh water stream which enters Parker's Head 
mill pond, where there has been a saw, mill; afterwards a shingle 
mill. The shingle mill was worked by an over-shot wheel. 

Ninth, a fresh-water power, at the basin, has a fall of aboqt sixty 
feet from the pond to high water mark ; not perpendicular fall. The 
stream enters the basin, then passes into New Meadow river. 

Tenth, *'Winnegance Tide Mills,'' three miles from Bath and 
four miles froaa Phipsburg-centre village, a large reservoir, sixteen 
saws, and some isiachinery for small lumber. Nine mills are on the 
Phipsburg side of t^e pond, and seven on the Bath side. Supplied 
with logs from up Kennebec river, mostly. It is controlled by a 
corporation. Winslow M^^rse, President. 
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PrrtsFiBLD — Somerset County. 
Digested from Selectmen's Returns. 

[See alao •' BamhAm and Pittafleld.*^ 
THREE POWERS. 

First, '' Douglass Ledge," on the west branch of the Sebasticook 
river; fall fourteen feet in 150 rods. Unimproved. 

Second, on the same stream, ^'Hathorn's Mill"; fall fourteen 
ftet in forty rods; will manufacture 4,000,000 shingles, 2,000^000 
kmg lumber, 10,000 bedsteads, grind 100,000 bushels of grain. 
This is about one-fifth of what all would do if improved. Centre- 
vent wheels. 

Third, *' Call Rips," on the same stream, seventeen feet in 200 
fods. Unimproved. 

Several lakes and ponds, amongst them Moose pond, eight by one 
miles. All can be converted into reservoirs. Granite in the shape 
of boulders, suitable for building. One-half basin of stream cov- 
ered with wopds. Improvement of the power has aided the town. 
Annual production $4,000. Market, Bangor, Lewiston, Portland, 
by Maine Central Railroad. 

PiTTSTON — Kennebec County. 
Digested from Selectmen's Returns. 

TWO POWERS. 

First, on Worromontogus stream, a very substantial stone dam 
fifteen feet high ; an up-and-down saw, a shingle, clapboard, and 
lath saw, cutting 500,000 long lumber. 1,000,000 shingles, clap- 
boards and laths in the same proportion. 

Second, on a branch of Eastern river; saw mill, grist mill; 
former operates five months, latter about all the year. 

Plymouth — Penobscot County. 
Statement of the Selectmen. 

FIVE POWERS. 

All are situated on Martin stream and all of them are improved 

save one. 

First, " Martin Stream Falls," at Plymouth village ; saw, shin- 
gle and grist mill, four runs of stones ; saw mill will cut the pres- 
ent season about 500,000 of lumber. Grist mill usually full of 
business, especially in dry seasons. 
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Second, sixty rods north of the village ; upon it a large tannery 
which consumes yearly some 8,000 cords of bark and 5,400 cords 
of wood. 

Third, 120 rods north, carding and clothing mill which is never 
idle in the season of business. An addition to said mill has been 
made the present season and new looms purchased. 

Fourth, unimproved, two miles northwest of the village. 

Fifth, two and a half miles northwest of village ; saw and shingle 
mill. This power has an additional supply of water from '' Fergu- 
son Brook," which unites with Martin stream a short distanoe 
above the mills. 

The total height of the falls not ascertained, but the descent of 
water is amply sufficient for a fifteen foot head on either of the pow- 
ers named. A judgment of the capacity of the stream for manufac- 
turing may be formed from the fact that it is sufficient to run the 
saw mills, shingle mills and grist mill a greater portion of the year 
in our driest seasons. 

Machinery modem; "Rose," or **Thurlow," and "Scroll" 
wheels ; cantiot be recommended for economising power. 

Martin stream is connected with two small ponds within the 
range of two miles above the falls, known as Plymouth pond and 
Little pond. These ponds are flowed by dam at falls together with 
a large extent of land comprising with pond some 1,800 acres. The 
amount of territory thus flowed keeps a large volume of water in 
reserve to be used as needed and renders this power among the best 
in the State. 

Formerly there was a dam in Dixmont, four miles southeast c{ 
this village, upon which were mills. The mills have been burned 
and the dam has gone to ruin. This dam flowed a large area of 
land and added much to the capacity of the power at Plymouth. 
This might again be built if deemed necessary. 

Total range from low to high water about six feet. The stream 
is very uniform on account of reservoirs. The head of stream at 
falls runs on a compact ledge. The soil above the bed rock is clayey 
and well adapted to the retention of water. The land above falls 
lies but little elevated above high water mark on dam quite a dis- 
tance, and the site for factories, workshops, &c., is convenient and 
easy of access. The proportion of basin of stream covered by for- 
ests about one-half. 
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The market for fiirmiDg products, more eepeoiaUy potatoes, is at 
East Newport, on Maine Central Railroad, three and a half miles 
north of village, and the surplus of lumber manufactured at mills is 
sent there to be conveyed to eastern and western markets. 

Poland — Androscoggin County. 

Digested from Selectmen's Returns, based upon the Survey of 

S. F. Waterman^ Esq. 

[Sm also " Minot and Poland.*^ 
THREE POWERS. 

First, ''Poland Comer Privilege," on Waterhouse brook ; fall 
eighteen feet, within a distance of 850 feet; velocity of current 100 
feet per minute ; area of cross section, thirty square feet. Improved 
in part, by a grist mill and saw mill ; a good stone dam across the 
bead of the falls ; mills operate all the year. 

Second, ''Shaker Mill"; fall forty-two feet within 250 feet dis- 
tance. A thirty foot overshot wheel runs a large amount of ma- 
chinery all the year ; for grinding grain, sawing staves, planing, 
machine shops, carding wool, &c. 

Third, " West Poland Mill Co," on Saunder's brook, an eighteen 
foot overshot wheel, a saw mill, or stave ihill, operating half the 
year. Power could be increased, to some extent, by flowing mead- 
ows. 

PoRTBR— Oxford County. 
Digested from Selectmen's Returns. 

[See also " Panonsfield and Porter."] 
FOUR POWERS. 

First, " Stanly's Mills," at the foot of Robert's pond; head and 
&11 eight feet. 

Second, "CoUard's Mill," at the foot of Collard's pond; eight 
feet fall. 

Third, "Gentleman Mill," on the Mill brook which runs by 
Porter village ; fall seven feet. 

Fourth, " Robbin's Mill," on West Branch brook ; fall five feet. 

Abundant and good granite. Two-thirds of the basin wooded. 
Market, Portland, by rail and road. 
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Portland — Gumbbrlakd Countt. 
Statement of the Proprietors. 

ONE POWER. 

The ^' City Mills," a tidal grist and salt mill; three runs of 
stones: works twelve hours a day; can grind 150 bushels per day; 
thirty acres of pond. 

The above privilege is situated near the head of Back Cove, an 
arm of the sea nearly eight hundred acres in extent, with a narrow 
entrance which might be dammed at no great expense and a tide 
power of great capacity and of great value for flour mills and other 
adapted purposes be established. 

POWNAL — GUMBBRLAND CoUNTY. 

Digested from Selectmen's Returns. 

TWO POWERS. ♦ 

First, '* Haskell's Mills," on the southeast branch of Royal's 
river, near Poland Centre ; fall, with a dam ten feet high, twelve 
feet. Saw mill and grist mill ; dam out of repair ; machinery old- 
fashioned and poor ; power sufficient to run both mills all the year, 
with improved machinery and good dam. Rocks; coarse granite, 
suitable only for rough work. 

Second, ^' Merritt's Mills," on the northeast branch of Royal's 
river, near north Pownal village; a sawmill might run the year 
found with good dam and modern machinery. Height of fall, with 
a dam twelve feet high, fourteen feet ; ponds the water back about 
two miles ; formerly a grist mill upon it. 

Prentiss — Penobscot County. 
Digested from Selectmen's Returns, 

TWO POWERS, 

First, ^'Mattagordus Falls," on Mattagordus stream, a tributary 
of the Mattawamkeag river. Fall about forty feet in one-fourth of 
a mile ; the main road crossing where the dam should be placed. 
Power not improved ; very large tract of low, flat land upon the 
stream could be converted into reservoir at little expense. Stone 
suitable for foundations and dams close at hand. 

Second, on Mud brook ; a saw mill ; basin of stream seven-eighths 
forest. Annual production $500. '* Before the mill was built 
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• a board could not be got within ten miles." Soil stony and pro- 
ductive. 

V Large and valuable water powers in the unincorporated places 
surrounding us. They will be of great value in time. The whole 
region needs survey ; it will stand the test." 

Prbsquk Islb — Aboostook Gountt. 
Digested from Selectmen's Returns. 

TWO POWERS. 

First, at **Pre8que Isle Village," on Presque Isle river of the 
Aroostook. Fall ten feet in one- fourth of a mile ; a dam, saw mill, 
and grist mill. Reynolds' turbine wheels used and highly esteemed. 

Second, on Alder brook, a dam and saw mill ; Turtle's wheel ; 
also esteemed. 

The power of ihe above, chiefly the river ; will saw 8,000,000 feet 
of lumber, and grind 100,000 bushels of grain, yearly. 

No lakes or ponds in the neighborhood ; the dam on the river 
ponds the water back five miles. Range of water, six or eight feet ; 
land about the falls very convenient for building ; basin, one-half 
wooded. Wealth and population of the place have been doubled by 
the improvement of the power. 

Market, St. John, N. B., and Boston, by St. John river and St 
Andrews' railroad. 

Princeton — Washington County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

First, '' Foot of the Lakes Privilege," on the West branch of the 
St. Croix river; fall about eight feet; now drives the machinery of 
one large tannery, one woollen factory, two gang saw mills, six 
shingle mills, one grist mill and other machinery. 

Second, three miles below, unoccupied ; fall about six feet. 

Third, on Dry brook, a tributary to the Machias lakes ^ power 
sufficient to carry one saw mill, with the machinery usually attached. 

Fourth, on Lewey's brook, likewise a tributary to the Machias 
system ; a power of equal capacity with the foregoing. 

The supply of water on the West branch of the St. Croix is, of 
course, very great, and with suitable dams upon the lakes may be 
made constant throughout the year. 
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Prospect — Waldo County. 
Digested from Selectmen's Returns, 

THREE POWERS. 

On Grant's river ; head and fall aboat eight feet to eaoh horse^ 
power ; saw mills on each ; only one saw mill now in nee ; a grist 
mill, also, on one dam. 

Mills operate aboat three-fourths of the time ; would saw 800,000 
of lumber and do all the grinding of grain for the county ; stream 
variable ; rises ten feet in freshets. 

Porphyritic granite *, no old growth forest. 

Rangbly — FbaIjklin County. 
, Digested frofn Selectmen's Returns, 

FIVE POWERS. 

All the above are of considerable size; to wit: ''South Bog 
Stream," ''Haley Pond and Gull Pond Stream," "Dodge Bound 
Pond," ''Kennebago Stream," and '' Rangelyljake Privilege," i. e., 
at the foot of the lake. 

In addition to the above, numerous mill sites on small streams. 

The five above mentioned have each from two to four ponds above 
them, from one to four miles in length, all of which could be raised 
by dams at an insignificant cost The country is so broken that the 
water issuing from the ponds can be used over and over again. 

There are dams on the Bangely lake privilege, and also on the 
Dodge Round pond privilege. 

Not one-sixteenth part of the power employed ; in fact only one 
mill stream is put to use, sawing a few thousand boards a year. 
'' Never any drouth here, on account of frequent showers." The 
joint result, probably, of the lakes, mountains and forests. 

Raymond— CuMBBRLAND County. 

Digested from Selectmen's Returns, 

sixtCiwers. 

F rst, ^'Plummer's Mills," on Panther river, fall sixteen feet, 
operate nearly all the year; grist mill, with three runs of stones; 
six circular saws ; one up-and-down saw, a planer, and in spring a 
plaster mill. About half of the power used. 

Second, ''Fulton's Mill," on Radoux river; fall fifteen feet. 

Third, ''Jordan and Adams Mills," on Nubble brqok; fall suffi- 
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cient for overshot wheef; several oircnlar saws operate part of the 
year. 

Foarth, '^Nason's Mill," on Nason's brook; overshot wheel, 
several circular saws ; operates part of the year. 

Fifth, '^Spiller's Mill," on Little Rattlesnake river; overshot 
wheel, several circular saws ; operates part of the year. 

Sixth, '^Eetohell's Mill," on Little Rattlesnake river ; overshot 
wheel, circular saw and an up-and-down saw ; operates part of the 
year. 

Streams connected with ponds which can be improved for reser- 
voirs. A dam, at the outlet of Panther pond, would make the 
privilege a most excellent one ; there is now abundant water at this 
privilege all the year with great waste ; streams very constant ; 
freshets entirely harmless. The water-power, if suitably improved, 
would benefit the town largely. One-third to one-half of the basin 
of the streams covered with forests. 

Market, Portland, by road and canal. 

Readfield— Ebnnebeg Countt. 
Digested from Selectmen's Returns. 

THREE POWERS. 

All situated upon Factory stream. Total height of the series 
forty feet in 160 rods. Improvements not stated. Mills operate 
in general all the year. 

Stream connected with a pond covering one and a quarter square 
miles; its capacity can be increased. Rocks not suitable for 
building. 

Richmond — Sagadahoc County. 
Digested from Selectmen's Retiums. 

TWO POWERS. 

First, on Abagadassett river ; fall fourteen feet ; velocity of cur- 
rent four miles per hour ; no part of the power improved ; would 
carry two runs of stones nine months of the year. 

Second, on Mill brook ; fall ten feet in half a mile ; current six 
miles per hour. No part of the power used. 

Freshets four times low- water volume; streams regular; good 
stone for building ; lay of the land good. One-half of Abagadas- 
sett basin covered with forest; one-fifth of Mill brook do. do. 
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BiPLBY — Somerset County. 
Digested from Selectmen's Returns. 

FOUR POWERS. 

All are situated on tbe outlet of Roger's pond, in the south part 
of the town. Total height of the falls fifty feet in 160 rods. 

The power, if suitably improved, would saw 1,000,000 feet of 
boards per annum. About three-fourths of the power is improved, 
in saw mills and shingle mills. Mills operate about one-third of 
the time ; machinery of poor construction for economising power ; 
Centre-vent, Steams, and Flutter wheels. 

The pond is two by five-eighths miles; its capacity cannot be 
increased by dams. Total range of water four feet. 

No out-cropping rock about the falls ; one-third of the basin <^ 
the stream is covered with forests ; annual product of the power about 
$1,400. 

Market, Newport and Bangor by road, and by railroad from 
Newport. 

Robbinston^Washington County. 
Digested from Selectmen's Returns. 

NINE POWERS, OR MORE. 

First, on Low's brook ; formerly a saw mill that did an effective 
business, now out of use ; fall about ten feet ; power equal to 864 
square inches ; stream supplied by Shattuck's lake, sixty acres, and 
Cranberry lake, thirty acres. Length of the stream about one and 
a half miles. The privilege is situated in the northeasterly part of 
the town, on the county road, thirty rods from the St. Croix river. 

Second, a short distance above the flow of the tide at Mill cove, 
in South Robbinston, below the junction of the Western and East- 
ern Lake streams, (the lakes have an area of eighty acres), is 
situated ^^Yose's Saw Mill"; at present operations suspended; 
capable of cutting at least 10,000,000 feet boards in the usual saw- 
ing season, besides laths, pickets, &c. Overshot wheel, twenty-four 
feet diameter; water about 1628 square inches; head and fall, 
about thirty feet. The tide flows to the foot of the mill, which is 
about forty rods from the county road. 

Third, at Mill cove, formerly a tide-mill ; an eligible site for one. 

Fourth, fifty rods above said Yose's mill, on the Western Lake 
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stream, are a shingle maohiDe, plug and wedge machine, tannery, 
lath and carding machine, which are doing a prosperous business. 

Mills all under one roof and driven by an overshot wheel of nine 
and one- half feet diameter ; bead and fall, some twelve feet ; dam 
founded on a ledge and about five rods long. The pond of water, 
at tbese mills, may be estimated at 1,152 square inches. 

Fifth, Sixth, etc. ; there are several other mill privileges on the 
Western Lake stream, equally eligible with those described above. 

Seventh, Eighth, etc. ; '^ several good privileges" on the outlets 
of Rand Lake and Money-makers' lake ; the former lake has an area 
of say thirty acres, and the latter thirty-five acres. 

Ninth, a good site for a mill on the outlet of Eastern lake, the 
area of which lake is thirty-five acres. 

Rockland— Knox County. 
From the Mayor's Returns. 

TWO POWERS* 

First, at the outlet of Chickawakie pond. This pond supplies 
the city with water, and the power is used only when there is a sur- 
plus. A grist mill located upon it. Mill and privilege both owned 
by the water company. Volume of water could not probably be 
increased. 

Second, a power on Boggy brook ; two mills, a single saw and 
stave ; runs about four months of the year. 

'^ Manufactures of this place, lime and vessels''; 900,000 casks 
of the former annually. 

RoMB — Kennebec County. 
From the Statement of the Selectmen. 

ONE POWER. 

Situated upon a small stream that leads from one pond to another ; 
one saw mill and one grist mill on the same which run about three 
months out of twelve. 

RoxBURT — Oxford County. 
Digested from Selectmen's Returns. 

NUMEROUS POWERS. 

A large number of sm^ll water-powers in the town ; the two 
principal ones are situated on Swift river, ''Walker's Narrows," and 
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'^ Week's Falls"; height of these falls sixteen and eighteen feet 
respectively ; height is attained in a running distance of about fifteoi 
rods in each case ; average velocity of current one rod per seven 
seconds ; area of cross section taken in same locality as the velocity, 
forty-five feet ; so it will be perceived that the stream is narrow and 
shallow, but very rapid as its name indicates. • 

'' Weeks' Falls," have never been improved, but Walker's Nar- 
rows have been improved to a considerable extent. Mills deetroyed 
by fire in 1860. They were a saw mill, grist mill, clapboard mill, 
shingle mill and thresher. 

Water always sufficient for running a saw mill throughout the 
year. 

Few ponds. '' On account of the variableness of the stream it 
would be difficult to construct artificial reservoirs of any considera- 
ble capacity. Freshets swell the stream to perhaps a greater extent 
than any other stream in the State ;" they are not destructive as the 
banks are very high. 

There is plenty of granite about these powers. 

RuMFORD— Oxford County. 
Digested from Selectmen^ s Returns. 

FIVE POWERS. 

Four small powers, concerning which no information is given. 

''Rumford Falls," on the Androscoggin river, one of the largest, 
if not the largest in the State. 

Height of the falls 162 feet eight inches, in a running distance of 
one mile. 

Power, that of the whole Androscoggin river at that point. The 
river is but ninety feet wide and could be dammed at comparatively 
small expense. The bottom and sides of the stream are granite 
ledge ; the rocks are suitable for building purposes. 

The power is owned by Chaplin Virgin and others. Proprietors 
are disposed to sell. 

Improvements, one saw mill, one grist mill, and some other small 
works at Rumford falls. An insignificant fraction of the power is 
employed. 

If the volume of water be assumed to be twenty-five per cent less 
than at Lewiston, or 70,500 cubic feet per minute at low run, the 
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power of the whole tall in a drouth ia not leas than 15,974 net 
horse power, or 958,440 spindles. 

St. Albans— Somerset County. 
Diffested from Selectmen's Returns. 

EIGHT POWERS. 

First, at the outlet of Indian pond, a stone dam ten feet high, 
flowing the pond with its flats, fifteen hundred acres in all ; no ma- 
chinery upon it. 

Second, a few rods below, on Indian pond stteam, a stone dam 
seven feet high ; a shovel-handle factory, carriage-shop, sash-and- 
door factory and shingle mill upon it. 

Third, about fifty rods below the upper dam, a third dam, upon 
which are a grist mill and saw mill. 

Machinery on the middle dam not requiring much power runs 
nearly all the year ; the saw mill on the lower dam runs about three- 
fourths of the year. 

Fourth, about a mile below, likewise on Indian pond stream, 
" Lothrop^s Mills ;^' a fall of fifteen feet ; a saw mill, grist mill and 
tannery. The mills run about two-thirds of the year. 

Fifth, on the main branch of Indian pond stream, in the north 
part of the town ; a fall of sixty feet in half a mile; only a shingle 
mill upon it. This stream is the outlet of Rogers' pond in Ripley. 

Sixth, a fall of twenty feet in thirty rods, on the east branch of 
the stream, with a shingle mill upon it. Stream fed by a pond. 

Seventh, on a branch of Footman brook, a fall of twenty-five feet 
in fifty rods. Formerly occupied but not now. 

Eighth, on another branch of Footman brook, a fall of twenty- 
five feet in fifty rods. Formerly occupied but not now. 

Each of the foregoing two powers is capable of running a saw 
mill half the year. One has a good dam and a building for a 
shingle mill upon it. Expense of darcs at either of the powers 
would be small, and there is no Tiability to damage from freshets. 
Rogers' Pond, before mentioned, might be made a valuable reservoir. 

Manufactures, 200,000 shingles,. 400,000 feet boards and tim- 
ber, 8 000 dozen shovel handles, and seventy-five to a hundred tons 
of leather. 

Market, for shingles, Bangor and Portland, by railroad from New- 
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port or Fittafield; for leather and shovel handles, Boston, by rail- 
road; for boards, sash, doors, etc., the surroanding coantrj. 

*' The setting off of the valuable water-power on the west branch 
of the Sebasticook river, from this town to Hartland. by the Legis- 
lature in 1846, has had a iLarked and detrimental influence upon 
the progress of wealth and population of this town." 

Saco— York County. 
Digested from the Mayor's Returns. 

[See also ** Biddeford and Saoo."] 
TWO POWERS, 

First, on Little river, fall six feet; a single and circular 
saw operate three months in the year; cuts 60,000 lumber and 
50,000 fish-barrel staves. 

Second, on Nonesuch river ; fall twenty feet in one-tenth of a 
mile, single saw and circular saw ; runs nine months in the year ; 
cuts from 300,000 to 400,000 lumber, and 150,000 shingles 
annually. 

St. Georoe — Knox County. 
Selectmen's Sia-emeiU, 
There is no water power in this town. 

Salem — Franklin County. 
Digested from Selectmen's Retwms. 

ONE POWER. 

A privilege on Curve stream ; height of dam fourteen feet ; 
ponding the water back one-half mile. 

Will run an up-and-down saw and a grist mill all the time, 
lloward, Centre- vent, and Rose wheels. 

Annual product $500. Does all the sawing and ginding for the 
region seven miles about. 

Market, Farmington, by road. 
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Sanford— York County. 

From the Returns of M. W. Emery and James O. Clark, 

Esqs. 

SIXTEEN POWERS. 

All the aboye are located upon the Mousam ri?er, and beginning 
with the flow of the water, they are best known by the nam^ of 
the owners. 

First, the << Merrifield Fall," near Jillison's bridge, fall thirty 
feet; entirely unimproved. 

Second, '' Hemmingway k Lord's Fall," ten feet; a wooden 
dam ; a saw mill, grist mill, and threshing machine. 

Third, ^'Eimbairs Privilege," situated about one-fourth of a mile 
below Hemmingway k Lord's fell, and about one mile above Spring- 
vale; fell of about ten feet; was used for a grist mill ; is now out 
of use. 

Fourth, the << Factory Privilege" of Shattuck k Smith; fell, 
fifteen feet ; located, at Springvale ; a stone dam ; runs a cotton 
mill about 100 feet long, three and one-half stories high ; manu- 
fectures print cloth. 

Fifth, a saw mill privilege, just below the above cotton mill ; fall 
of ten feet ; wooden dam. 

Sixth, is the " Print Works Fall"; fall of twelve feet; stone 
dam ; has a grist mill and a cabinet manufi^otory in operation on it. 

Seventh, '' Low's privilege "; fall, ten <feet ; entirely unimproved ; 
located about half a mile below Sprin^ale. 

Eighth, the *' Gowon Mill Privifege," three-fourths of a mile 
above Sanford comer ; was used for a saw and grist mill ; now run 
out ; fell, nine feet. 

Ninth, **Goodair8 PriWIege"; stone dam; fall, fifteen feet; a 
saw mill on one side, artl now being erected on the other side, a 
mill three stories hiiQ, which, when completed will be 100 feet 
long, with a large -^j and will be used to manufacture carriage 
lap-robes. 

Tenth, located just below the above factory, and belonging to the 
same proprietor, a stone dam ; fall of fourteen feet ; a grist and 
flour laill; both of these falls taken together would give a fall 
of about thirty-six feet ; located at Sanford corner. 

Eleventh, the *' Chadbourn Mill Privilege ;" located about one- 

17 
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fourth of a mile below GoodaH's priyileges ; was used for a saw mill ; 
is now run down ; fall, nine feet. 

Twelfth, »»Willard Mill Privilege," located at South Sanford; 
fall, eight feet; stone dam; runs a saw mill and box mill. 

Thirteenth, '^Linsoott's Privilege," two miles below Willard's; 
fall, ten feet ; wooden dam ; saw mill. 

Fourteenth, ^'Estes' Privilege," one mile below Linscott's; &I1, 
nine feet ; wooden dam ; grist mill. 

Fifteenth, ^'Whitches' Privilege," one mile below Estea' mill; 
&11, fourteen feet ; stone dam ; saw mill. 

Sixteenth, '' Hill's Mill," immediately below Wbitchea' ; fiiU, 
twelve feet ; grist mill ; wooden dam. 

The aggregate iail, within the limits of the town, is about 200 
feet. The average velocity of the current of the Mousam river is 
about three feet per second. No measurement of the power of the 
river, in this town, has ever been made. It may be stated, however, 
that with fourteen feet fiUl, the river would drive 10,000 spindleSi 
of woollen m3tchinery, all the year. 

All the mills on the river work the whole year, if they have work 
to do ; the water has never failed when the dams have been in good 
condition. The river is fed by four ponds, of dimensions as follows : 
one by three-fourths smiles, seven by one and one-fourth miles, one 
by three-fourths miles, ibur by two and one-half miles. The last 
specified, '* Square Pond," is drained only by a small brook 
running off a very small auiount of the top of the pond. At one 
point it is very near Goose pobd, the third specified above, that flows 
all into the river, and as the le>el of Square pond is twenty-five 
feet higher than that of Goose pond, it might, by a small outlay, be 
made a reservoir that would greatly inc^ase the volume of the river 
and provide against all danger of low watei. As it is, these ponds 
being fed by springs, they form natural reserioirs against dry times, 
rendering this river one of the best, in that respect, in the State. 

We never have very severe freshets, and have never sufferd much 
damage from them ; the volume of water remains the same nearly 
all the year. 

The lay of the land, about most all the foils, is well adapted to 
the erection of mills. Above half of the basin is forest 

The water-power "has been the making of Springvale, and is 
now building pu Sanford Comer." 
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Our principal market is Boston ; the railroad now runs within 
eight miles of the centre of the town ; next year we expect the Port- 
land and Rochester railroad will run directly through the town. 
Proprietors will aid in a snryey. 

Sangerville — Piscataquis County. 
Digested from Selectmen's Returns. 

EIGHT POWERH. 

Five of the above are situated on the Northwest pond stream, and 
in close proximity to Sangerville village, as follows : *' Weymouth 
Dam." six feet fall, flows back one-fourth of a mile ; "Factory," 
fourteen feet, flows one-eighth of a mile; '* Carleton,*' seventeen 
feet; flows twenty rods; "Fulling Mill," twelve feet, flows twenty 
rods; "Thissell,'* twelve feet, flows fifteen rods. All the above 
have been improved, and each dam flows as near as practicable to 
the next above. 

On the Garleton dam a grist mill, saw mill and tannery. The 
grist mill could grind ten bushels per hour at lowest water, and for 
the most part of the time coult? grind thirty bushels per hour, and 
leave sufficient water to run Ae saw mill and tannery 

Dams on Nos. 2 and 3 only have mills now on them ; No. 2 a 
woollen factory, and N<^. 3 a saw mill, grist mill and tannery. 

factory has not jtt, been put in operation. The grist mill works 
all the year, saw ^iH eight months; Blake's centre-vent and Rose 
wheels. Ponds ftbout 500 acres in extent. 

The extep^ of the above could be doubled, and new reservoirs 
made on tVe stream that supplies the pond in Parkman, helping the 
privilege in that town equally with those in Sangerville. 

Frpihets have never been destructive at all, the ponds and swamps 
tak^g up the water and passing it off* gradually. 

The rock and ledge seem to be lime slate. Mills may at the 
same time connect with the dam as a part of their foundation, and 
be adjacent to a good road running parallel to the stream. Nearly 
one-half of the basin of stream is covered with forest and timber. 

Sixth, on Black stream ; fall of fifteen feet ; improved by saw 
mills, grist mill and shingle mill ; water sufficient to run the mills 
through the year. . 

Seventh, on Centre pond stream; fell of fourteen feet; improved 
by saw mill and shingle mill. 
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Eighth, on the same stream; fall of twelve feet; improved by 
saw mill and shingle mill. Water sufficient to ran the above mills 
through the year. 

Market, Bangor by road, distant thirty*three miles. 



Scarborough — Cumberland County. 
Prom the StcUement of the Selectmen. 

TWO POWERS. 

First, a saw mill privilege with a small volume of water. Will 
operate only in wet times. Situated near the post road. 

Second, an unoccupied privilege on the Dr. Milliken farm ; of its 
.capacity we have no knowledge other than it is small. 

Searsmont— Waldo County. 
Digested from Selectmen's Returns. 

JTIFTEEN POWERS. 

«0f the above, eight are located on the west branch of the St 
"^ George river and seven on the east bi%nch and its tributaries. 

First, ^' Woodman's Mills," in the wisterly part of the town, on 
the main or west branch of said river ; a law mill and stave mill ; 
• operates only a part of the year on account of the flowage of meailow 
land. 

Second and third, two miles below Woodmarfs mills, the two 
** Boynton Privileges," both unoccupied. A head %f sixteen feet 
can be raised at these points and flow a large pond. 

Fourth, one mile below the above, the *' Muszy Milk;" a saw 
mill, stave mill and tannery. 

Fifth, about eight rods below, is the ** Muzzy Privilege," Mioc- 
cupied. 

Sixth, eight rods below, the '^ Hezeltine Mills," at Searsmont 
village and near the centre of the town ; saw mill, grist mill, card- 
ing and clothing mill, stave mill, and shingle mill ; operates all the 
time except in drouths. At these mills there can be a head of 
eighteen feet raised. 

Seventh, two miles below the foregoing and below the junction of 
the east branch, (which takes place at the village,) are the '* Dyer 
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Mills ;" saw mill and stave mill ; operates part of the year at pres- 
ent. 

Eighth, one-half mile farther down, is the *' Canal Dam," nnoc- 
capied. A head of twenty-five feet can be raised here. This 
power, and the one above, can be made capable of large use through- 
oat the year, by means of a dam at the outlet of Quantabacook pond, 
situated on the east branch. 

Ninth, in the north part of the town on the east branch aforesaid, 
on a stream emptying into Quantabacook pond, '^Thompson's Saw 
mill." 

Tenth, one mile below the foregoing, the '^ Wallace Dam," unoc- 
cupied ; flows a large meadow. 

Eleventh, 100 rods below, the '^Jewett Mill;" a saw mill and 
stave mill. 

Twelfth, on a stream tributary to the Quantabacook pond, in the 
west part of the town, "Arnold's Privilege." 

Thirteenth, 100 rods below, the " Morse Stave Mill." 

Fourteenth, half mile below, '' Woodcock Mill "; saw mill, stave 
miU, cabinet shop. 

The fifteenth not specified. 

The lay of the land on the main river very convenient for the 
location of mills. Abundant rocks suitable for dams and other con- 
structions. 

Belfast, the usual market, ten miles distant. 

Sbarsport — Waldo County. 
Digested from Selectmen's Returns, 

EIGHT POWERS. 

These are situated on Big-Meadow stream and Hjalf-Way stream, 
and are all small. 

The power is nearly all improved ; one grist mill, two flouring 
mills, two stave mills, three shingle mills ; the residue are saw mills 
which cut long lumber. 

The privileges are owned by the ** Mill Company," and by pri- 
vate parties in town. The underlying rock is granite, and is good 
for building purposes. The productions of the mills are not suflS- 
cient for export ; market, therefore at home. 
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SeBAGO — CUMBEBLAND COUNTT. 
[See Appendix.] 

Sbbec — Piscataquis County. 
From the Retwms of Augustus Williams^ Esq. 

FOUR POWERS. 

These are situated in the north part of the town, on Sebec rirer; 
one at the foot of Sebec lake, one two miles below. The first may 
be called the '^Sebec Village*' power; the second the ''Half-Mile 
Rips/' 

The first has a fall of eighteen feet, which is attained in a 
running distance of twenty-five rods ; the second has a fall of 
twenty-five feet, attained in a distance of one-half mile. 

The aveji'uge volume of water, in the stream, is suflScient to fill, a 
trunk six feet each way, under a ten foot head. This estimate is 
made by measurement of the different trunks to the water wheels in 
use. 

The power at Sebec village is less than half improved ; by a 
woollen mill, of four sets of machiney ; a saw mill, with an up-and- 
down saw; a clapboard saw; a shingle saw, and lath saw; a car- 
riage shop, and a mill containing a shingle machine, planing 
machine, and various other wood working machinery. The second 
is unimproved. The mills work all the year. 

The machinery is not of the best construction. Part of the 
wheels are old iron wheels, of the re-acting class ; the others are 
modern centre-vent, or scroll wheels, of very good pattern ; the 
last will do the work of the first with one-third of the water. 

Sebec river is the outlet of Sebec lake, which receives water from 
more than twenty ponds, of various sizes. The lake has an area of 
about eighteen square miles; the ponds emptying into it have, in 
the aggregate, an equal area or more. Their capacity could be in- 
creased greatly. The water of the lake is so warm that the wheels 
need no protection from the cold ; the water in the pond, for a half 
mile above the dam, seldom freezes over, and never remains frozen 
but a few days at a time. 

The volume of water is, probably, ten times greater in freshets 
than at other times ; no damage from high water ; range from low 
to high water on the lake and at the dam, six feet. 
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XTnderlyiog rock, a hard *'blae rock," unfit for bnilding ; the lay 
of the land, at both privileges, is as good as could be desired ; the 
prpprietors would pay part of the expense of a survey ; nearly all 
the basin of the stream is covered with woods. Where our village 
stands, a forest would probably have stood, but for our water-power. 

Market, Bangor, by road. All the privileges are within four 
miles of the railroad now constructing from Bangor to Dover. 

Sbdowiok — ^Hancock County. 
Digested from Selectmen's Returns. 

FIVE POWERS. 

First, at the outlet of Frost pond ; a saw mill, stave and shingle 
mill. 

Second, on Thurston's brook ; a saw mill. 

Third, on Black brook, the outlet of Black pond ; a saw mill. 
. Fourth, on Gamp stream, a saw, shingle and stave mill. 

Fifth, grist mill on Sargent's stream. 

Sixth, a saw and stave mill, also a grist mill, driven by tide 
power, on Benjamin's river. 

Only the tide mills operate all the year, water being too low a 
part of the year at the others. Some of the powers could be much 
improved by raising the dams at the outlets of the ponds. 

'* Our mills are matters of convenience to our people, rather than 
a profit to their owners." 

Shapleigh— York County. 
Digested from Selectmen's Returns, 

[See also <* Newfield and Shapleigh."] 
FOUR POWERS. 

First, ** Emery's Mills," on Mousam river; fall fourteen feet. 
This power is fed by Mousam pond, five by one and a half miles in 
extent, and by Square pond and Loon pond. Square pond is thirty 
feet above the main pond. Improvements, saw mill, shingle mill, a 
sawing and planing mill ; mills operate, or can operate all the year. 
This is a good site for a factory as there is abundant water, constant 
at all seasons, perfectly manageable and safe from freshets. 

Fourth, a privilege at or near Emery's mills, not occupied ; abun- 
dance of good stone ; lumber sufficient for building purposes. 
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Market, Wells is the nearest railroad station noWj.distanoe six- 
teen miles. The Portland and Rochester Railroad will come within 
three miles. 

Shbrman — Aroostook County. 

[Golden-Ridge Plantation on the State Map.] 

Digested from Selectmen! 8 Returns. 

THREE POWERS. 

First ^' Upper Falls," Molunkus stream, fall ten to fourteen feet; 
unimproved. 

Second, '^ Centre Falls,'' Molunkus stream, ten to fourteen feet 
fall ; single saw and grist mill. 

Third, "Lower Falls''; *' improved," but not stated how; fall 
ten to fourteen feet 

These powers work about eight months in the year. A dam at 
the Upper falls might flow a large bog eight feet, and secure water 
enough for the whole year. Range from lowest to highest water, 
four feet. Rock, slate ; nine-tenths of the basin of the stream cov- 
ered with- forests. The improvement of the power has added seventy- 
five per cent, to wealth and population of the place. 

Market, Bangor, by boat and road. 

Shirley — Piscataquis County. 
Digested from Selectmen's Returns. 

FOUR POWERS, 

First and Second, " Hulling-Machine Fall," and »*Slab Falls," 
on the west branch of the Piscataquis river, in the west part of the 
town and in the unbroken forest. The former falls twenty-eight 
feet in twenty rods the latter twenty-five feet in four rods. 

Third and Fourth, '' Shirley Mill Falls," forty feet in thirty rods, 
and '* Buck Basin Falls," twenty-five feet in one rod; both situated ^ 
in the east part of the town on the north branch of the Piscataquis 
river. 

No measurement of the streams has ever been made, but they are 
about 100 feet wide, and in a drouth run over the falls with about 
a foot of depth. The powers on the west branch will each saw with 
one up-and-down saw 500,000 of boards yearly. The east branch 
powers will saw as much and grind 5,000 bushels of grain each. 
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One power only is improved, the Shirley mills power; saw mill, 
clapboard mill, shingle mill, grist mill with two runs of stones. 

In ordinary years all the mills now on the stream and many more 
might operate all the year. 

Tub, Blake's centre- vent, and old-fashioned breast wheels; Blake's 
considered by far the best.* 

Thousand of acres bogs can be flowed by means of dams, afford- 
ing vast supply of water. The streams are fed by numerous ponds 
situated above. '* The west branch drains 25,000 acres of basin ; 
the east branch 15,000 acres." 

Range of water seven to nine feet from lowest to highest. Rocks, 
slate, and good for building. Land level about all the falls and 
convenient for location of mills, etc. 

Market, Bangor, sixty miles by road. Town free from debt; 
school fund of $3,000. 

Sidney — Kennebec County. 
Digested from Selecimeti's Returns. 

THIRTEEN POWERS, AND MORE. 

First and Second, in the southwest part of the town, on Dyer 
brook ; good mill sites ; one ten feet fall, the other seventeen ; the 
latter is now occupied by a saw and shingle mill ; estimated to cut 
out 800,000 shingles and 100,000 boards ; Blake wheel, of twenty- 
four horse-power. The other site has never been occupied. Brook 
takes its rise in Ward's pond, three-fourths by three-eighths miles ; 
at the outlet a dam that commands all the water to the depth of 
eleven feet. 

Third and Fourth, on branches of Lovejoy stream ; a saw mill 
site, with a fall of ten or twelve feet ; unoccupied. 

Fifth to Tenth, inclusive, on Lovejoy stream, fall ten to twenty 
feet each; only one or two have been occupied. One within 
seventy-five rods of the Kennebec river, has a fall of twenty feet or 
more, and would probably cut from 200,000 to 500,000 boards an- 
nually, perhaps more. 

Eleventh, on the Thayer brook ; has been occupied for a saw 
mill ; has any amount of fall desirable, and is estimated to cut from 
150,000 to 200,000 feet of lumber annually. 

Twelfth, Thirteenth, etc., on the Delano brook. There are sev- 
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eral mill sites, with falls sufficient for any parpose, one of which 
was formerly used for a saw mill. 

These streams are all mere brooks, with water plenty in spring 
and fall, but affected by drouths in summer, except the Dyer stream, 
which, for the last two years, has had an abundant supply of water 
to keep the mill upon it running all the year round. 

Skowhegan — Somerset County. 

Digested from the Statement of Wm. Philbrickf Esq,^ Seleci- 

man. 

FOUR POWERS. 

First, '^ Skowhegan Falls," on the Kennebec river, which, at this 
point, is divided into two channels by an island. 

Total fall twenty-eight feet in half a mile. The height may be 
increased by dams. A considerable proportion of the fall is perpen- 
dicular. As appears in the subsequent statement, the sides and 
bottom of the stream are solid ledge, aiffording firm foundations for 
dams, which also are supported by the island,' as a natural pier, 
and by projecting masses of rock upon the brink of the fall. 

The lay of the land, about the falls, is only moderately favorable 
for the location of mills ; some of the sites, however, are, in their 
natural state, good ; and room for all structures that may be needed 
for the use of all the power, can be secured by canals or by shaft- 
ing. The rock is suitable for dams, foundations and other coaiie 
work. 

No measurement of the volume of water, or careful estimate of 
the power, has ever been made. If the mean summer run be assumed 
to be thirty-eight per cent, less than at Augusta, or 118,810 cubic 
feet per minute, this would yield, on a twenty-eight foot fall, 6,800 
horse-powers, gross measurement ; that at Augusta being, by the 
same measurement, about 5,000 horse- powers. It is evident that anj 
improvement of the lakes, above, for reservoir purposes, now in con- 
templation by the Augusta Corporation, will react as favorably upon 
the power at Skowhegan as the' power at Augusta. 

One dam on the falls is constructed across the north channel, 
(the river at this point rutis East and West), from the island to the 
north bank, upon which there are improvements as follows : on the 
north side is a large brick flour mill; $82,000; Messrs. Tuttle, 
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Eidder &; Co., with power and sites for a large amount of ma- 
ehinerj, both by locating mills and shops oyer the power, and by 
shafting taken to lots adjoining, high and dry from any risks from 
freshets. 

On the island, in the centre of the village, there are now, circular, 
clapboard, shingle and lath machines ; Weston &; Baker ; run all 
the year on hemlock, and all kinds of hardwood, which is hauled in 
from the surrounding country, and pine timber from the lake, 
(Mooseheajl), and streams above; $85,000. A carding and cloth- 
dressing mill; Messrs. Stinchfield; who design manu&cturing 
cloths, in addition to their other business. An old flour mill, own- 
ing a Iftrge amount of power, now partly used for a bedstead factory ; 
Weston A; Vamey ; $5,000. 

The mills on the island are all on a natural canal, through the 
upper end of the island, and emptying below the falls. These privi- 
leges are very desirable and safe from freshets, and contain a large 
amount of power, which can be used, like that on the north side, by 
shafting running inland. 

The dam, from the north shore, near the flour mill to the island, 
is built on ledge bottom all the way, it being a natural fall, and is 
very cheaply built and very safe, as the ledge comes to the top of 
tbe dam in several places ; and in the middle is a large natural pier 
which is all covered at high water and logs float over it. This dam 
is at the head of the island which turns the water down the south 
side of the island, at the foot of which is another dam crossing to 
the south shore, with a gateway conveying the water down the south 
shore by a side dam and wall. 

On the north end of the dam, on the island, a bedstead fiictory ; 
$7,000 ; F. Turner. By a little expense this power could be made 
a very good one. The buildings are all safe from freshets. The ^ 
dam is built on a ledge bottom. On the south end and on the wing 
dam and wall, are the following mills and shops : 

First, building one hundred by forty feet, three stories high, built 
for an excelsior factory, wooden mats, carpeting, &c., now partly 
occupied by Abba Abbot, for a planing mill ; $4,000 ; and for 
grinding slate rock for paint for oil cloth manufacture. This prop- 
erty is now in the market for sale. Also another planing mill, door, 
sash and blind factory ; H. K. White ; $20,000 ; a custom flour 
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mill ; a paper mill ; B. E. Lyon &; Co. ; $100,000 ; a skate and 
chisel factory, running ten trip hammers, lathes, drilling machines 
grindstones, &c. ; G. A. Williams k Go. ; $50,000 ; an axe factory, 
running eight trip hammers, grindstones, ko, ; Steward Williams k 
Co.; $75,000; also another axe factory, BametWharff, running 
two trip hammers, grindstones, &;c. ; $15,000; large foundry, 
(building of stone,) and a first-class machine-shop owned by S. L. 
Gould & Co., fitted up with lathes, planers, drills, &;c., for the 
manufacture of, and repair of all kinds of machinery, and the manu- 
facture of the Gould water-wheel, which is used in most all the mills 
and shops in the town. 

The power at '^ Skowhegan Falls " is a very valuable and desira- 
ble one, as it has the whole water of the Kennebec river at this 
place, and is capable of being largely improved and increased by 
raising dams, building canals, &;c. The bed of Uie river and 
shores, are all ledge around the falls, and dams and other 
structures can be cheaply and permanently built 

The machinery now on the power, probably occupies about half 
of the amount of water now available, which could be largely in- 
creased by raising and tightening the dams. 

The manufactories employ a large number of hands, male and 
female, and thereby increase the business and wealth of the place. 
This is also, the terminus of the Somerset k Kennebec, k Portland 
& Kennebec Railroad, and being the centre of all the country of the 
upper Somerset County and a part of Franklin and Piscataquis 
counties, has a large business in the wholesale as well as retail 
trade, and all of such business created by manufacturing and farm- 
ing must necessarily centre here, this being the only outlet for this 
large and productive farming country. 

Second, Third and Fourth, on the Wesserunsett stream ; occu- 
pied, one by a tannery, and one by two saw mills, which operate 
fall and spring ; these will run small machinery all the year. 

Smithfield — Somerset County. 
Digested from Selectmen's Statement, 

ONE POWER, 

On "Greeley's Mill Stream"; eight feet head ; dam flows East 
pond, which covers from three to four square miles. 
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Improvements, one saw, one lath saw, a shingle machine and 
carding machine ; mills operate, or can operate, three-fourths of the 
year. The mills are thought capable of sawing 150,000 short lum- 
ber or 500,000 long per annum. Two Gould wheels used, excel- 
lent, the others worthless. 

Bange of water about five feet. Power has recently passed into 
new hands, '' and it is hoped will now be of some benefit to the 
town." 

Market, at home and adjoining towns. 

Smyrna — Aroostook County. 

[See Appendix.] 

Solon — Somerset County. 

Digested from the Returns of Joseph P. Buswell, Millwright, 

Endorsed by the Sekclmefi. 

[See also *< Embden and Solon."] 
HUfC POWERS. 

Five of the above are situated on Fall brook,* a rapid stream with 
steep banks, four rods in width when full, with solid ledge bottom 
and banks, which empties into the Ebnnebec river at Solon village, 
&lling 100 feet in one-fourth of a mile At the head of the falls is 
a reservoir dam about eight feet high, which flows the stream back 
about a mile through the plain which borders the Kennebec river, 
upon which Solon village is located. 

The falls average about twenty feet each and are nearly equi-dis- 

tant from one another. Each will give a power of twenty horses 

. for ten hours a day in the time of drouth, with very few exceptions, 

by the use of a high-breast pitch-back wheel, provided the dams are 

kept tight and the water is used with discretion. 

In proof of the power and durability of the stream the results of 
actual trial in a single case are given : A grist mill, with four 
runs of stones and all the apparatus for flouring, was driven by a 
high breast wheel eighteen feet in diameter, with four feet and two- 
inch elbow buckets, measured inside the rims, and a twelve-inch 
shroud, and ground for each of seven successive years 20,000 bush- 
els per year. ** We never lacked for water during the whole period 
of seven years, and in our opinion the same may be done again if the 
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dams are kept tight and the same care and attention are again 
given " 

There are several other privileges in the town of Solon, on small 
streams where su£5cient power to drive an up-and-down saw some 
three or four months in a year may be had at small expense, as fi>l* 
lows : 

Sixth, on the Baker pond brook, in the northe^t corner of the 
town. 

Seventh, at the southeast corner. 

Eighth, DOW occupied, on Michael stream, three miles' or more 
east from the village, where a saw mill and lath machine are now 
run at good advantage. 

Ninth, a mile below this, in a dense forest, a beautiful waterfall, 
where at a very small expense some twenty-five feet perpendicular 
fall may be obtained, and a few rods aboye some forty or fifty acres 
of meadow land may be flowed, forming a reservoir sufficient to sus- 
tain a mill of eight or ten horse power some six months or more 
per year, and some seasons giving a constant supply the year round. 
It is about three nyles distant from Solon village, in a southeast 
direction, near the centre of the town, on Michael stream, and is 
surrounded with lumber sufficient to wear out one mill or more. 

The power on Fall brook is, as a whole, only partially occupied ; 
if suitably improved it would do a great amount of business and 
give employment to a great number of.hands. 

*' Solon village is the centre of trade for a part of Embden, Con- 
cord, Bingham,' Brighton, Athens and MadiEon. It contains two 
meeting houses, three school houses, 150 scholars. 275 families, and 
about four hundred inhabitants. Something like $100,000 worth 
of goods are sold annually from about fifteen shops and stores. The 
best grist mill there is in the State, that grinds not less than 20,000 
bushels of grain per year ; two saw mills cutting about 500,000 
feet of long lumber, with three shingle machines and two lath saws, 
cutting 1,000,000 of short lumber; two separate establishments for 
cloth dressint;, which card about 25,000 pounds of rolls antl dress 
6,000 yards of cloth annually; three blacksmith's shops, shoeing 
3,000 horses yearly; two planing machines, and one tannery. 

Solon will very soon, doubtless, be connected by rail with the 
other railway lines of the country, the matter now being vigorously 
pushed. 
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SoMBRviLLE— Lincoln County. 
Digested from SelectmefCs Returns. 

NINE POWERS 

Two small powers on Travel stream, with stave and shingle mills 
thereon. 

Three powers on Lovejoy stream, upon each of which there have 
been saw mills; only one of these is now in operation, there not 
being sufficient lumber to employ all three. Would saw 100,000 
of lumber yearly. 

Three small powers on smallstreams, shingle machines thereon. 

One power on Sheepscot river near the centre of the town ; height 
of fall twelve feet in a running distance of fifty rods ; properly 
managed with a tight dam it would saw 200,000 of boards per 
annum and keep the grist mill upon it in operation throughout the 
year. Grist mill has three runs of stones. 

The stream is connected with a small pond a mile long and half 
a mile wide, in the town, and with the various ponds above in other 
towns. The mill pond is two miles long and half a mile wide. 
Freshets harmless by reason of the size of the pond. Two bridges 
once injured by the giving away of a dam. 

Rocks suitable for mill purposes close at hand; land rocky. 
Market, the Kennebec towns and Portland by road. 

South Bbbwick — York County. 
Digested from the Returns of Edw, S. Goodwin^ Esq. 

THREE POWERS. 

First, *'Quamphegan Falls," on the Salmon Falls river, which 
here meets the tide- waters of the Piscataqua. 

These falls are owned and occupied by the Portsmouth Company, 
whose works, besides other necessary buildings, consist of a four- 
story brick cotton mill of about 7,000 spindles, using about 1,300 
bales of cotton, and turning out annually about 2,000,000 yards of 
cotton sheetings. 

This company was incorporated in 1831, and the factory erected 
and put in operation in 1632, since which time the hydraulic power 
of the company has been greatly enlarged by the erection of a sub- 
stantial dam, raised eleven feet higher than the old dam, and 275 
feet in length, giving a head and fall of nineteen feet above high 
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water mark in the Piscataqaa river at ordinarj high tides, and 
affording a surplus power sufficient to drive 20,000 additional cot- 
ton spindles. 

This, the main branch of the Piscataqua river, naturally affiirded 
a copious supply of water; but its hydraulic power has been 
immensely augmented by the operations of the Great Falls Manu- 
facturing Company on the river and its branches, by converting 
into reservoirs several large ponds which discharge into it, and 
which in the aggregate, cover an area ot 8,758 acres, and whidi 
reservoirs may be drawn down at pleasure, on an average, ten fiMt, 
thus insuring an ample supply of water at all seasons of the year. 
The power is used only in part. 

Second, ^'Newichawanick Falls," on Great Works river, about 
a mile above its conflux with the Salmon Falls river. The total 
height of the fall is sixty feet ; the descent is divided into three 
pitches by as many dams ; upon these dams are two woollen milb 
with ten sets of machinery, and one saw mill. 

The power is reckoned equal to 600 horse. The supply of water 
is ordinarily good. The river is connected with several small ponds. 
Privilege and improvements owned by the Newichawanick Com- 
pany. The power is not all used. 

Third, at the junction of the Great Works and Salmon Falls riv- 
ers, '^Yeaton's Mills"; dam seventeen feet high; saw mill, grist 
mill, plaster mill ; power estimated at 250 horse. Power used only 
in part and superior facilities for further improvements. 

The above privileges are situated in close proximity to the Bos- 
ton and Maine, Portland, Saoo and Portsmouth, and the Great Falls 
and Conway Railroads, and have accordingly superior facilities for 
transportation. 

SouTHPORT — Lincoln County. 
Statement of Selectmen, 

TWO POWERS. 

Both are tide powers. One is capable with improved machinery 
of running two saws and a grist mill, the other with the best 
machinery will operate a saw mill and grist mill. Neither is 
improved. 
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South Thomaston — Kxox County. 
Digested from Selectmen's Returns, 

ONE POWER. 

The " Weskeag River Tide Power"; width of stream at the mill 
18 820 feet ; power estimated at about 400 horse. 

A good stone dam ; grist mill, stave and heading mill in opern - 
tion; grist mill coald grind 50,000 bushels per annum; two runs 
of stones. The stave mill and heading machine employ eight men 
and saw four to five cords wood per twenty-four hours; 1,200 cords 
wood about one year's stock. 

Mills run the year round, and less than half the power is 
improved. Machinery is of good construction ; the wheels are iron 
of the Union patent. 

Power owned by the Weskeag Mill Company, and all or a part 
for sale, or the balance of the power not occupied. The dam ponds. 
the water back two miles and covers about 200 acres. 

Quarry of granite easy of access by land or water, good for build- 
ing purposes ; very convenient location for mills and shops. Vessels 
can come alongside the mill and discharge cargo. A good chance 
to put in a flour mill and good market to sell in. The product 
of the stave and heading machine for the past year is about $22,- 
000. The stave mill and heading machinery are new, have run 
about eighteen months and have furnished a large amount of busi- 
ness to residents. 

Market, Rockland, by water or land. 

Springfield — Penobscot County. 

[See Appendix.] 

Standish — Cumberland County. 
Digested from Selectmen's Returns, 

[Soo also " Standish and Windham '*; " Limington and Standish.'*] 
SEVEN POWERS. 

First, ** Paine's Mill," on the outlet stream of Great Watchic 
pond ; fall, twelve feet. 

Second, ** Rich's Mill," on a book tributary to the Sebago Pond : 
fall, fourteen feet. 

Third, '* Dow's Mill," on Josey's brook ; fall, twelve feet. 
18 
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Fourth, '* Dresser's Mill," on Josey's brook; fall, ten feet 

Fifth, *^ Shaw's Mill," on Shaw's brook ; fall, feet. 

Sixth, *' Moody's Mill," on Stickey river; fall, eight feet 
Seventh, *' Blake's Mill," on Joaey's brook; fall, ten feet 
The above powers are all small, the chief powers being upon the 

boundary rivers of the town. 

The total production of all the mills in Standish, including those 

upon the Saco and Presumpscot, is in value not far from $800,000. 
Bock, granite; lay of the land, about the chief falls, excellent; 

proprietors will aid in a survey. Three-fourths of the basin of the 

streams covered with woods. 

Standish and Windham — Cumberland County. 
Digested from the Returns of the Board of Selectmen* 

[See alM) " StandiBh"; and " Windham."] 
ONE POWER. 

^^Lindsey's Mill," on Presumpscot river, at the head of the 

"Cumberland and Oxford canal ; height«of fall not given, but the 

.power is spoken of as an important one. The supply of water is of 

course constant and large, being derived from Sebago lake and its 

'tributaries. Owned by William H. Jackson, Salem, Mass. 

Starks — Somerset County. 
Digested from Selectmen's Returns. 

[See also ** Mercer and Starks.'*] 
FIVE POWERS, AND MORE. 

First, on Lemon stream, '* Sawyer's Mills"; cut 200,000 boards 
per annum; 200,000 shingles, besides laths and pickets; grind 
5,000 bushels grain ; could grind 25,000 bushels. Operate eleven 
months of the year for grinding ; for sawing, .spring and fall. The 
fall is five feet in five rods. 

Second, ^'Lemon's Mills," on Lemon stream; four feet fall in 
four rods. 

Third ; on the same stream. 

Fourth and Fifth ; on Chase's Brook. 

There are several others, on the ieibove streams, not occupied. 
The fall is rapid, for a considerable distance, at each of the privi- 
leges. The streams are much swollen by freshets. 
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Suitable Stone for building; ''blue ledge." Land on the falls, 
level and dry. Small part of basin covered with woods. Mills have 
been profitable to the owners, and extremely convenient for the 
public ; villages have sprung up around them. 

Market, Skowhegan, by road, and home market. 

Stetson — Penobscot County. 

[See Appendix.] 

Steuben — Washington County. 

Digested from the Returns of J, D, Parker^ Esq., Endorsed 

by the Selectmen. 

SIXTEEN POWERS. 

Fourteen of these are situated upon the Tunk river, which is fed 
by ponds whose aggregate surface is not less than fifteen square 
miles, and which are all susceptible of improvement as reservoirs. 
The river empties into one of the most magnificent harbors in the 
world ; has sufficient water at low tide to float the largest vessel 
ever constructed, and excellent and ample holding ground. 

First, ''Head of Tide Power," a few rods from the wharves; 
eight feet head; gang saw mill, which cuts 80,000 of lumber per 
day. 

Second, a short distance above the first, not now occupied ; for- 
merly occupied by saw mill and grist mill. 

Third, a short distance further up ; shingle mill and grist mill 
cm a wing dam. 

Fourth, about 150 yards above tide; not improved. A dam, if 
constructed here, will flow about 200 acres. The whole fall to the 
tide is about twenty-five feet ; may be made thirty by a dam. By 
means of a canal the whole series could be converted into one large 
and valuable power. A bridge here. 

Fifth and Sixth, about one and a half miles above, on the ''Rips"; 
not now improved ; formerly a saw mill. 

Seventh, about one and one-fourth miles above, a dam ; shingle 
mill, etc. 

Eighth, twenty rods further up, a dam ; shingle mill, stave mill, 
spool mill, etc. A bridge here. 
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Ninth, a mile and one-faalf above ; not a very good power, as a 
great length of dam would be required. 

Tenth, outlet of Bound pond; formerly a mill; high banks on the 
pond. 

Eleventh, eighty rods up the river ; formerly a mill, now burned 
down. 

Twelfth and Thirteenth, just above, eight feet head each ; no 
improvements. 

Fourteenth, a short distance above, the '' Lath Mill." 

Fifteenth and Sixteenth, on Wbitten stream, in the east part of 
the town ; formerly a saw mill upon one and saw mill and grist mill 
upon the other ; the latter partly aided by tide. A good power for 
a last factory, shovel-handle factory, or something of the sort. 

Abundant stone near each of the privileges for rough construc- 
tion, and a quarry of beautiful granite near the mouth of Tunk 
river. A bed of clay, for bricks, at the water's edge ; can be put 
directly from kilns into vessels. With one exception the required 
dams can all be short. Privileges can all be bought very cheap. 

The power is very constant on Tunk river, being supported 
by ponds; freshets of course harmless; total range of water not 
over four feet. There are about 2,500 inches under an eight foot 
head ; if the water were economized, there would be considerably 
more the year round. A small proportion of the power employed. 

Wheels, spiral-vent, Wakefield centre-vent, a powerful wheel; 
Atkins wheel. 

Proprietors will aid in a survey ; town will exempt from taxation 
for ten years $50,000 invested in manufactories. 

Market, all points, by sea. 

Stockton — Waldo County. 
Digested from Selectmen's Returns, 

THREE POWERS. 

First, The ** Tide-Mill Power,'' at Stockton village ; fall about 
eight feet. Upon this power it is proposed to erect, and to have 
completed within a year from this time, a saw mill, shingle mill, 
block shop, grist mill and sash, door, and blind factory. Much addi- 
tion to the property and business of the town is anticipated from 
this ejiterprise. 
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Second power, ** Perkins' Mill," at Sandy Point; stream small, 
but never-failing ; a carding and cloth dressing establishment upon 
it ; fall about eight feet. 

Third power, ** Roberts' Mill," on Seavy stream ; fall eight feet; 
saw mill and shingle machine ; works about eight months of the 
year. 

Stoneham — Oxford County. 

[S«e Appendix.] 

Stow— Oxford County. 
Digested from Selectmen's Returns. 

TWO POWERS. 

Both are situated upon Little Cold river. The height of one fall 
is ten feet, attained in ten rods. On this fall are a saw mill and 
grist mill. The other fall is seven feet in 150 rods. On this fall 
stands a shingle and clapboard mill ; mills operate about three 
months in the year ; annual net profit probably not in excess of 
three hundred dollars. 

Strong — Franklin County. 
Digested from Selectmen's Returns. 

FIVE POWERS. 

First, " Pierpole Falls," on Sandy river ; fall about twelve feet 
in eighteen rods ; would run two up-and-down saws and one gang 
eight months of the year ; unimproved ; the mill swept away by a 
freshet. 

Second and Third, on northeast branch of Sandy river, *' Porter 
Falls," *' Morton Falls"; eleven or twelve feet fall in fifteen or 
twenty rods. 

Fourth, on McCleary stream ; fall as above. Improvements, two 
saw mills, grist mill, clover mill, planing mill, batting mill, starch 
factory, shingle mill ; operate generally part of the year, some of 
them all the year. 

Small lakes and ponds; limestone rock; one-half of the basin 
wooded ; improvement of the power has largely built up Strong vil- 
lage. 

Market, Farmington depot. 
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Sullivan — Hancock County. 
Digested from Selectmen's Returns. 

NIN£ POWERS, OR MORE. 

First, etc., on Flander's stream; three staye mills, one Bhingle, 
and one circular saw mill ; two or three privileges not occupied ; 
water year round supplied by a pond ; head from ten to twenty feet; 
lower mill distant from salt water about 100 rods ; lumber grow- 
ing scarce; excellent power for manufacturing purposes; owned 
mostly by Messrs. Halls & Cooper. 

Fourth, Fifth, etc., on Morancey stream; one carding and full- 
ing mill, one stave and one saw mill. A number of sites for mills 
not*occupied ; water low itf drouth of summer. 

Eighth, on Gordan's stream; carding and fulling mill; water 
most of the year ; good privilege for light manufacturing purposes. 

Ninth, on Simpson's stream ; one grist and one lath mill com- 
bined ; water low in dry weather. 

Sumner— Oxford County. 

■ 

Digested from Selectman's Returns. 

FIVE POWERS. 

First, at Jackson village. West Sumner, on the outlet of Pleasant 
pond; grist mill, saw mill, shingle mill, carriage factory, rake 
factory, and machinery for making hand-sleds. Mills and ma- 
chinery owned by Morton & Bates, who employ thirty or forty men. 
Grist mill operates the whole year, the other machinery not the 
whole year. 

Second, ** Powder Mill,'' on the west branch of the Twenty-Mile 
river, near the south part of the town. 

Third, on the east branch of Twenty-Mile river, at Sumner flat ; 
a grist mill, shingle mill, saw mill. 

Fourth, on the outlet of Labrador pond ; a saw mill and grist mill. 

Fifth, on the outlet stream of Shay pond, in the northwest part 
of the town ; a saw mill, grist mill, shingle mill, and clapboard mill ; 
the pond is in Woodstock. 
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Surry — ^Hancock County. 
Digested from Selectmen's Statement. 

NINE POWERS. 

All of the above are sitaated upon the outlet stream of the Upper 
and Lower Patten's ponds; said ponds have a surface of 3,800 
acres. It is some four miles from the lower pond to the sea-shore, 
the descent in that distance being, as is estimated, 212 feet. 

Within this distance of four miles there are nine mill sites, none 
of them having a ''head and fall" of less than eleven feet, and one 
having a fall of thirty feet, fifteen feet of which are perpendicular 
and at a point where the stream is but twenty-two feet wide. It is 
located at a point easy of access, and is one of the best unoccupied 
privileges in the State. 

Three of the sites only are occupied, for the reason that the stream 
has been owned by the Jarvis heirs, who have never been ready to 
sell ; it is now in the market. 

We can give no accurate estimate of the power or number of 
square inches of water ; suffice it to say there is water enough and at 
all seasons of the year. By constructing a dam some miles below the 
lower pond, at the foot of a vast meadow, a reservoir at small cost 
could be made to hold an unfailing supply of water during the 
severest drouth. 

Patten's bay, one of the best of harbors, is the outlet of said 
stream. 

Hon. Charles J. Abbott, Castine, is the agent for the Jarvis heirs. 

The Selectmen personally examined this stream and took meas- 
urements, but being doubtful of the accuracy of some of them have 
concluded to withhold them all and submit a general rather than a 
detailed statement. 

Swan's Island Plantation — Hancock County. 
Digested from Assessors'* Returns. 

TWO POWERS. 

One is on the eastern side of the island, and has in times past, 
carried a small grist mill during the rainy season. 

The other four are at what is called " Cold Harbor "; and the fall is 
the ebb and flow of the tide, (ten to fourteen feet), into and out of a 
pond containing a surface of about forty acres. This power was once 
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used to carry a grist mill and saw mill ; bat now vessels pass 
through the dam drawing twelve feet of water. 

No part of the power is improved. Market, all points by water. 

SwANviLLE — Waldo County. 
Digested from Selectmen's Returns, 

THREE POWERS. 

First, ^' Swan ville Mills," on the outlet stream of Swan lake; 
(Goose pond on the State map), fall, ten feet ; stone and cement 
dam ; saw mill owned by the Belfast Paper Mill Company, and 
worked only when the paper mills need water, the lake serving as 
a reservoir to said mills. Power sufficient to drive an up-and-down 
saw all the year. The lake is a large reservoir, contains four or five 
square miles. 

Second, ^'Nickerson^s Saw Mill," on Dead brook; fall, about 
seven feet ; can operate about half the year. 

Third, "Mardin's Privilege," on the same stream; unimproved; 
fall, nine feet. 

No damage from freshets ; Swan lake rises and falls about four 
feet. Two small ponds, also, connected with the streams. 

There is no ledge near either dam^ dams are built in ^^pin" 
gravel ; basin one-fourth wooded. 

'^Tbe Swanville mills since they have passed into the hands of 
the Paper Mill Company, have been worthless to this place." 
Annual products of the powers, $600. 

Maiket, Belfast, by road. 

Sweden — Oxford County. 
Digested from Selectmen's Statement. 

TWO POWERS. 

First, the " Stearns Pond Privilege," has a fall of twenty-five 
feet in fifty rods ; the power is not improved. There is an old dam 
and formerly were a saw mill and grist mill ; it is capable of run- 
ning a grist mill all the year and a saw mill half of the year. 

Second, '* Keyes Pond Privilege," has a fall of 150 feet in a run- 
ning distance of seventy-five rods ; power not improved ; an old 
dam upon it ; no buildings; estimated equal to the above mentioned 
power. 
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Both streams connected with ponds, which could be raised three or 
four feet at trifling expense. The rocks are coarse granite, suitable 
for building purposes ; lay of the land excellent for the erection 
of mills. 

Market, Portland, by Grand Trunk Railway from South Paris. 

Temple — Franklin County. 
Digested from Selectmen's Returns. 

FIVE POWERS. 

First, on a branch of Temple stream, a saw mill which cuts 20,- 
000 a year, but might four times that amount ; stream quick, and 
has from ten to twelve feet fall. 

Second, on another branch, between two small ponds ; the pond 
above the privilege is called the Staples pond, and might be made 
to hold considerable more water at small expense. The privilege is 
not in use now ; formerly was employed for threshing grain. 

Third, on the main Temple stream at '^ Temple Mills"; a grist 
mill and saw mill ] height of falls about eleven feet ; the grist mill 
runs the greater part of time the year round; the saw mill con- 
tains an up-and-down saw, a clapboard saw, lath saw and planing 
machine; saws from 200,000 to 250,000 per annum; saw mill 
operates in general not more than six months in a year. 

Fourth, also situated at Temple mills, a very good privilege but 
not now used ; formerly a starch factory. 

Fifth, about one-fourth of a mile below the mills; one run of 
mill-stones, a threshing machine, a rake factory, lath machine, shin- 
gle machine, etc. Mill is carried by a canal, and the height of the 
fall is ten or twelve feet. 

Thomaston — Knox County. 

[See Appendix.] 

Thorndike — Waldo County. 

[See Appendix.] 
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TopsFiELD — ^Washington County. 
Digested from Selectmen's Returns. 

FIVE POWERS. 

First, ^'Eaton's Privilege/' on East Musquash stream; &I1, ten 
and a half feet in thirty rods ; fed hy Musquash lake, two and 
a half by one miles ; not improved. Mills saw siz months, 0|r grind 
twelve. 

Second, **Farrer's Mill," on Farrer's stream, the outlet of 
Farrer^s lake ; fall, sixty-six feet in two hundred rods ; a saw. mill 
which supplies local demand ; operates six months. Lake two by 
one-half miles. 

A dam at the outlet of Musquash lake flows seven feet for log- 
driving purposes. Dams can be built cheaply on Farrer's stream. 
Total range of water never over three feet. 

Three small powers ; no details. 

TopsHAM — Sagadahoc County. 
Statement of Warren Johnson^ Esq. 

[See also ** Branswiok and Topiham.*'] 
FOUR POWERS. 

These are all situated upon Gathance river ; the lower is of con- 
siderable size and volume, the others are small. 

Trbmont — Hancock County. 
Digested from, Selectmen's Returns. 

TEN POWERS. AND MORE. 

First and Second, on " Heath^s Stream," the outlet of Seal Cove 
pond, and emptying into Seal Cove, a convenient and safe harbor. 
Upon one is a mill for manufacturing long lumber, shingles, clap- 
boards, and staves ; upon the other is a grist mill. The productions 
of these mills can be shipped without the expense and inconvenience 
of trucking. The estimated amount of annual lumber produced is 
about 250,000, exclusive of staves, of which are produced several 
hundred thousand; with proper machinery much more could be 
done. Total height of the falls on this stream is about forty feet 
within a horizontal distance of one-fourth of a mile ; two dams ; 
mills work about three-fourths of the year ; two or three months 
during the summer or dry season they are stopped for want of 
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water, but with proper improvements oould be ran the whole season. 
Heath's stream is connected with two ponds. Formerly there was 
a carding and fulling mill on this stream, working successfully, but 
was worn out and su£fered to go to ruin by the owner. 

Third, Fourth, etc. There are other privileges on Heath's stream 
which have never been improved. The water could be carried along 
the banks in flumes with but little expense ; said stream is narrow 
and runs over a rocky bed and between ledgy banks ; the eastern 
bank is very high, while the western is not too high for the con- 
venient erection of mills ; it is but little affected by freshets, never 
enough to cause damage to dams or mills. All along the eastern 
shore of the ponds and on the slopes of the mountains near the 
ponds are forests of spruce, fir, and pine. 

Fifth, Sixth, etc., on Bass Harbor stream; shingle mill which 
operates about six months in the year. The stream is about five 
miles in length and has a fall in the whole distance of about sixty 
feet ; there are several points in its course at which improvements 
could be made so as to run successfully machinery for the manufac- 
ture of small lumber. 

Seventh, Eighth, etc. There are several large brooks in this 
town with sufficient power to run machinery for the manufacture of 
shingles, laths, clapboards, staves, &c. 

Ninth, Tenth, etc. There are also in this town several privileges 
for tide mills, none of which are improved. 

Township No. 2, R. 3— Aroostook County. 

No Endorsement, 

ONE POWER. 

Wytopitlock falls about a hundred rods below the Wytopitlock 
lake ; height of the fall, ten feet in ten rods. 

Good circular board saw, clapboard and shingle machine ; a grist 
mill is needed very much. 

The power being fed by a lake, four by two miles, is constant 
throughout the year. It can be made to saw 3,000.000 feet annu- 
ally with ease. Only a part of the power is used ; freshets entirely 
harmless. 

Good rock for building. The whole country above the mill is an 
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unbroken forest of the best of lumber. It has built up an incorpo- 
rated town out of the wilderness in five years. 
Market, Bangor, for short lumber ; the country above for long. 

Township No. 5, R 2 — Oxford County. 

From the Statement of John H. Wilson, Esq., of South Co- 

lumbia, N. H, 

SEVERAL POWERS. 

'^Ariscoos Falls," on the Magalloway river, are situated near die 
centre of the township, extending along the river nearly two miles. 
Mills have been built at the foot of the falls ; but are now gone or 
dilapidated. The dam, at this point, can be raised to the height of 
fifteen feet, if necessary. 

About a mile above the dam is a sudden pitch of eight or ten feet 
with a ledge on the right bank and bottom, and a steep bank on the 
left, admitting a head and fall of about eighteen feet, with an op- 
portunity for a canal below on either side. 

Near the head of the falls the river drops eighty or ninety feet 
in sixty or seventy rods, an island extending that distance, which 
leaves a broad deep gulch along the right bank. On this bank a 
canal can be made, on one level, for more than half a mile, and the 
dam at the head of the island can be built at small expense. 

At the head of the falls, sixty or seventy rods above the island, a 
dam eight feet high would check the water of the river more than 
twenty miles above, and could be raised to any desired height by 
winging a short distance on e:ich side. 

**The Magalloway is, probably, about one-third larger than the 
Little Androscoggin." A bridge crosses the river at the foot of the 
falls. 

Township No. 2— Penobscot County. 

[Next south of Barlington.] 

Digested from the Statement of J, W. Porter, Esq., of Bur- 

ling ton. 

ONE POWER. 

The *' Grand Falls,'' on the Passadumkeag river ; total descent 
125 feet in 200 rods ; several mill sites in the distance. The main 
fall at the foot of the series twenty-five feet descent; no part of the 
power is improved. 
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The power is fed by the whole volume of the main Pasaadumkeag 
river and by the following lakes, all within twenty-five miles of the 
falls : Nicatous lake, twelve by three miles ; Garbeus lake, three 
by two miles ; Duck lake, three by two miles ; West lake, three by 
one miles ; the Pistol lakes, Spencer pond. Porter pond, etc., etc. 

Substantial dams already built at the outlets of several of these 
ponds for lumborin'g purposes, and dams can easily be constructed 
at any of them. Lay of the land excellent for the location of mills, 
especially at the lower falls. Proprietors are disposed to have the 
power surveyed in part at their own expense. Rocks in the vicin- 
ity, granite abundant and good ; entire basin of the stream covered 
with forests. Proprietors of the power, Thomas W. Porter and R. 
R. Porter, Burlington. 

There is a settlement near the falls of about a hundred inhabi- 
tants, mostly farmers. Soil in the region good. A county road has 
been laid out from Burliugton to the falls and is now well nigh com- 
pleted. The falls are within three miles of the proposed Milford 
and Princeton turnpike. 

Township No. 5, R. 7 — Penobscot County. 
From the Statement of G. H. Davis, Esq., of No. 6. 

ONE POWER. 

^^ Outlet Falls," at the outlet of the lower Shin pond; a dam, 
seven rods long, would raise a head of ten feet on the lake, and flow 
about 1,600 acres; pond is fed by the upper Shin pond in Mon- 
terey plantation. This is five miles from the Great falls below, on 
the Shin pond stream. 

Township No. 6, R. 7— Penobscot County. 
Digested from the Statement of G. H. Davis, Esq. 

THREE POWERS. 

The '' Great Falls," on Shin Pond stream, the outlet of the Shin 
ponds, which cover nearly four sc^uare miles. 

The falls are divided into three pitches, first two ten feet each, 
the third thirty-five feet in about a hundred feet. A dam at the 
head of the first pitch would raise the head five feet more, giving 
sixty feet fall in a little over one hundred feet run. 

The powers are owned by Fisk k Dale. 
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Township No. 9, R. 4— Washington County. 
From the Returns of Calais. 

SEVERAL POTTERS. 

The Chiputneticook Grand Lake stream, connecting Chiputneti- 
cook Grand lake with Chiputneticook lake, is about three miles long. 
It has in that distance a fall of sixty feet. At the outlet of Grand 
lake there is a great dam, upon which a large tannery was built 
about three years ago, and about which quite a large settlement has 
clustered. There are undoubtedly several sites on this stream sus- 
ceptible of improvement and use for power purposes. 

Township No. 14 — Washington County. 
Statement of T. W. Allan, Esq , of DennysviUe. 

First, ''Long Rips," on Cathance river, one-half mile above the 
south line of the township, one mile long ; fall, estimated at fifteen 
feet ; chance for a dam, at the head ten feet high ; no improvements; 
dam would make large pond, two miles long. 

Second, three and a half miles above, '' Upper Rips," a hundred 
rods long, eight feet fall, not including the dam at the outlet of the 
lake. 

Third, '' Outlet Dam," six and a half feet head on the lake, 
4,000 to 5,000 acres. 

Trenton — Hancock County. 
Selectmen's Statement. 

ONE POWER. 

A tide-mill that does some business at sawing boards, staves, and 
herring boxes. 

V There is no fresh-water-power in town of sufficient volume to war- 
l*ant the construction of dams. 

Trbscott — Washington County. 

[See Appendix.] 

Troy— Waldo County. 
Digested from Selectmen's Statement. 

TEN POWERS. 

First, at the foot of Carlton bog, so-called. Said bog or pond 
contains about 1000 acres and has five important tributary streams. 
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At the outlet of the bog are the *^ Carlton Mills "; saw mill, shingle 
mill, clapboard mill, grist mill ; saw mill cuts, on an average, 300,- 
000 of lumber, shingles 850,000, clapboards 80,000 ; grist mill 
1,600 bushels with one run of stones ; head and fall thirteen feet. 
With a tight dam four times the present business might be done. 
With small expense there might be an upper dam built to raise the 
head four feet and flow from 2,000 to 8,000 acres, making power 
for any business. 

Second, thirty or forty rods below the mills is a chance for 
another dam, eight or nine feet of head, with good location for mills, 
and easy of access ; hard bottom and sides ; rocks plenty. 

Third, about one mile below, falls sixty or seventy rods long with 
a chance for machinery. 

Fourth, the '^ Myrick Falls," in southwesterly part of the town ; 
a saw mill, cuts per year about 150,000 board measure; head and 
&11 about twelve feet; mill runs four or five months in the year; 
water sufScient for nine months ; *good farming lands up to the edge 
of the poDd ; hard bottom. 

Fifth, fifteen or twenty rods below, a shingle machine, cuts about 
800,000 per year; could run three-fourths of the year; a chance 
for more machinery. 

Sixth, a chance for more machinery further down the stream. 

Seventh, on Martin stream ; a saw mill, cuts 150,000 board meas- 
ure ; a shingle mill, cuts 150,000 per year; might do a great deal 
more ; could run nine months in the year. 

Eighth, a privilege below, full as good, with hard bottom ; land 
around good for farming. 

Ninth, a clover mill on the Shaw brook, near the centre of the 
town; ten or twelve tons of seed per year; runs about six months 
per year ; head and fall eleven feet ; could do a great deal more 
business by building dams ; good farming land all about ; edges of 
pond and stream hard bottom ; plenty of rocks for all purposes. 

Tenth, about one-half mile below, a shingle machine, cuts 200,- 
000 per year; could run eight months per year ; bottom hard; good 
farming land. Considerable timber left. 
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Turner — Androscoggin County. 
Digested from Selectmen's Returns. 

[See also ** Greene and Turner"; and ** Leeds and Tamer.**] 
SIX POWERS. 

First, on the Martin stream, at the outlet of Bear pond, a saw 
miir capable of manufacturing from 500,000 to 600,000 feet of 
lumber annually ; fall, about ten feet. 

Second, at North Turner village three-fourths of a mile below 
the above power ; lumber, grist and carding mills ; also, carriage- 
factory. This power would cut from 800,000 to 1,000.000 feet of 
lumber annually; fall, about ten feet. 

Third, '' Chase's Mills"; a saw mill, shingle mill, and hub and 
bowl factory. 

Fourth, at Turner village, on the Twenty-mile river, a woollen 
factory, grist mill, lumber mill and carriage factory. Fall, about 
twelve feet ; all the mills doing a large amount of business. 

Fifth, at Bradford village, on the same river, unimproved; fall, 
twelve feet; if properly improved would do a large amount of 
business. 

Sixth, at the mouth of the Twenty-mile river; fall, eleven feet; 
one lumber will and a grist mill; power enough to do a large 
business. 

The machinery in operation in this town, with the exception of 
the woollen factory and grist mill at Turner village, is not of the 
best construction for economizing power ; several different forms of 
wheels in use. Plenty of good clay for brick. 

Union— Knox County. 

Digested from the Statement y and from a Plan of the Water- 
Po2ct'i\ fmnished by William Gleason^ Esq^ Surveyor, 

[The iturvoy was made and the plan construoted nndor the auspiced of the town aathor- 
ities for the expretss purpose of this Report.] 

TWENTY POWERS. 

Four of the above are situated on Crawford's river, the outlet of 
Crawford's pond and tributary to Seven Tree pond. The distance 
from pond to pond is 152 rods, and the declivity or fall seventy- 
three feet seven and one-half inches. 

First, privilege nearest the outlet; fall twelve feet; cabinet shop, 
$5,000 annual product. 
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Second, stave mill, eight feet &11. 

Third, eighteen feet fall, foundry, saw mill, shovel faotory, axe 
factory ; prodaot first $18,000, second $175. 

Fourth, machine shop, ten feet fall; twenty-five feet eleven 
inches not occupied. 

The ponds which find their outlet at this place are judged to 
cover an area of more than 2000 acres, none of which have any 
artificial works for reservoiring water except Fisk k Lermonds, and 
these are used as mill sites rather than reservoirs. The privileges 
on Crawford's river are not subject to sudden rise of water and are 
among the best in this section to hold out in the dry season of Ihe^ 
year. The outlet of Crawford's pond is only about forty feet wide^ 
and a dam could be easily constructed, costing but little, and the 
flowage of meadow would not exceed seventy-five acres. The privi- 
leges Three and Four have rock banks and bottom. A section of 
the stream was taken nineteen feet nine inches long and twenty feet 
wide, depth in the middle twenty inches and sides twelve and one- 
fourth inches, and the velocity was found to be six seeonds in the 
distance, (nineteen feet nine inches.) The above described power 
is situated in South Union, and is known as the South Union water- 
power. 

The next two powers are situated on the St. George river, below 
Senebec and above Round pond. The declivity from Senebec pond 
to the falls at Bachelder mills, measured to the bed of the river, 
near to, and on the west side of the flume at the grist mill, is forty- 
nine feet eleven and one-half inches A section of the river was 
taken fourteen rods and ten links long, and five rods twelve and 
one-half links wide, average velocity of current three minutes and 

« 

twenty-three and one-third seconds ; depth, two feet in centre. The 
distance from the pond to the falls named above is 514 rods. 

Fifth, at the outlet of Senebec pond ; saw mill, a grist mill, stave 
and shingle mill, and carriage factory, all of which produce $1,- 
700.00 annually. 

Sixth, below the Fifth ; a tannery, $5,000 ; carriage factory, 
$5,000; Messrs. Simmons, Wingate k Co.'s carriage factory pro- 
duces $20,000 ; a saw mill and grist mill, which produce annually, 
$860. 

The natural reservoirs of these privileges are Senebec pond in 
19 
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Union and Appleton ; Quantabacook pond, in Searsmont ; Stevens' 
and George's ponds in Liberty, which have an area of more than 
1500 acres, none of which are used ezclosivelj as reservoirs. The 
mills on Nos. Five and Six are run most of the season, and thej are 
enabled to grind, even in the driest seasons, some portions of every 
day ; and, if the ponds above referred to were flowed, the power 
might be quadrupled. 

The next four powers are situated on Easton stream, the outlet of 
Lermond's pond, and tributary of Crawford's pond. The declivity 
was found to be 158 feet, and the distance 588 rods. We oould not 
take the velocity or amount of the water, as the owners were draw- 
ing off in order to repair ; but, from our knowledge, should judge it 
to be about three-eighths as much as is vented by Crawford's river. 

Seventh, at the outlet; saw and stave mill; $515 annually. 

Eighth, grist mill and stave mill ; $700 annually ; also cabinet 
factory. 

Ninth, stave mill and threshing machine. 

Tenth, saw mill, $200 annually. The fall improved on No. 
Seven, is nine feet ; on No. Eight, is sixteen* feet ; on No. Nine, is 
eight feet; and on No. Ten is ten feet; leaving on Eastern stream 
115 feet unoccupied. This location is known as East Union. 

Eleventh, on Pettengill stream ; the total descent from the dam, 
at the foot of the meadows to the meadows below, is sixty- two feet 
two incbes in seventy rods. Privilege No. Eleven appropriates nine 
feet only ; occupied by stave and shingle mill. Took a section of 
the stieam twenty- five feet long, and five and one-half feet wide, 
seventeen inches deep in centre, velocity five seconds. This stream 
has no ponds as reservoirs, but a large area of meadows is flowed 
from fall until spring, which makes this a good privilege at the sea- 
sons specified ; some business is done here even in the dry part of 
eeason. from June until August. 

Twelfth, located on Grassy pond stream ; fall of ten feet ; $250. 

Thirteenth, situated on Muddy Pond stream ; fall of twelve feet ; 
$400. 

Fourteenth, on same stream ; ten feet fall ; $375. 

Fifteenth, on the same stream ; a fall cf eight feet ; $300. 

Sixteenth, located on Medomac stream ; fall of ten feet ; the mill 
in a poor condition with very little production yearly. 
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Seventeenth, on the same stream ; &I1 of eight feet, and an annual 
income of $500. 

Eighteenth^ on the same stream ; fall of thirteen feet ; $875. 

Nineteenth, on the same stream ; fall of eight feet ; mill in a very 
poor oondition ; no income. 

The mills on Crawford's and George's rivers operate nearly all 
the year at present ; can be made to do a vast amount of bosiness at 
all seasons. Bocks suitable for building abundant at all points; 
one-eighth of the basin of the streams covered with woods ; lay of 
the land about the falls excellent for improvement. Market, Rock- 
land and Thomaston, by road. 

Unity — Waldo County. 

■ 

[Sm ApiMndiz.] 

Unity Plantation — Kbnnbbbc County. 

[Sm Appendix.] 

Upton — Oxford County. 

Digested from Selectmen's Returns and information furnished 

by E, S. CoCf Esq., of Bangor. 

NUMEROUS POWERS. 

The '' Rapid River Falls," on Rapid river, which connects Um- 
bagog lake with the great lakes above. There are a large number 
of mill sites ; the banks are good ; rock abundant ; the supply of 
water inexhaustible, the stream being fed by eighty or more square 
miles of lakes, all of which have dams at their outlets for husband- 
ing water, commanding an average head of eleven feet. The dams 
are used, at present, only for log-driving purposes. The total de- 
scent, from lake to lake, is 200 feet in five miles, and the stream 
may be regarded as a continuous series of mill privileges of the 
highest excellence, from end to end. 

One power, the '' Sluice," on the Dead Cambridge stream, six 
miles from inhabitants ; fall ten feet. 

One on the Swift Cambridge stream, near the Andover road. 

*' Abbott's Mills," on the Main Cambridge; dam fifteen feet, 
saw mill, clapboard mill and shingle machinery; grist mill, two 
runs of stones, and starch mill. Saw mill operates springs and 
ialls ; grist mill all the year. 
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Flutter and Centre-vent wheels. • 

Cambridge river has a pond at its head, one by one-half miles in 
extent; can be dammed from ''The Sluice," up three miles; no 
damage from freshets, nor ever need be ; good rock for building on 
all the privileges; lay of the land excellent The water-powers 
were the cause of the settling of the town. 

Market, Bethel, twenty-six miles by road. Power owned chiefly 
by Hezekiah Winslow, Esq., of Portland. 

Van Burbn Plantation — Aroostook County. 
Digested from the Assessors' Returns* 

TWO POWERS. 

First, ''Hammond Mill," on Yiolette brook; iall ten feet; saw 
mill of the best construction and best machinery; saw9 700,000 
clapboards, 2,000,000 shingles, and 400,000 boards yearly; also 
laths, as many as are required ; room and power for more mills > 
Stevens' wheel used and much liked; mill operates all the yetr 
except in winter. 

Second, one-fourth mile below the first; fifteen feet fall; grist 
mill upon it, three runs of stones ; operates all the year ; mill in 
bad repair ; new one erecting ; overshot wheel. 

No natural lakes or ponds; artificial reservoirs can be constructed; 
mills perfectly safe from freshets ; abundant water. 

Rocks, slate, good for building ; lay of the land good ; proprie- 
tors will not aid in a survey; 1,000,000 acres of the basin of the 
stream covered with forests. 

The improvement of the power has created a thriving and a grow- 
ing village out of nothing but rocks and water in ten years time. 

Market, Fredericton and St. John, JST. B.; also Boston, New York, 
and all coastwise points, by the St. John river. 

Vanceboro' — Washington County. 
Digested from the Returns of Calais. 

ONE POWER. 

The St. Croix Log-driving Company have erected a dam at the 
outlet of Chiputneticook lake, and last year, (1866), held a fifteen- 
foot head of water. The lakes, connected with this lake, are dammed 
so as to retain water. 
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Vassalborouoh — ^Ebnihbbec Coxjntt. 
Digested from Selectmen's Returns. 

TWELVE POWERS. 

Five are situated on the outlet stream of China pond ; dam upon 
each ; head and fall on each, about eight feet, attained in a running 
distance of twenty or thirty rods. The power upon this stream is 
nearly all employed in factories, saw mills, grist mills and shingle' 
mills. The most important manufacturing establishment is the 
" Woollen Mill," of the " Vassalborough Mill Company." There 
are, moreover, a saw mill, two grist mills, one shingle-mill and a 
shovel handle factory on the same stream. The privileges are all 
within a horizontal distance of two miles. 

The woollen mill and grist mill operate all the year ; the others 
only in summer. The wheels employed are chiefly wooden. The 
improvement of the power' has increased the value of the town 
nearly one-half. 

Six are situated upon the outlet stream of Webber pond ; each 
with a dam, and a head and fall of about eight feet in a running 
distance of twenty or thirty rods. These are now nearly all lying 
idle. Two of these formerly drove paper-mills, and one a sash and blind 
factory. All the powers on this stream are within a total distance 
of one and a half miles. ^ 

The twelfth power is on a stream flowing into Webber pond. 

Veazie — Penobscot County. 
From the Statement of the Selectmen. 

TWO POWERS. 

First, the " Upper Veazie Water-Power," on the Penobscot river, 
four miles above Bangor. Upon this privilege there are located two 
blocks of mills. The *' Upper Block," so-called, contains two gangs 
of saws, six single saws, and a lath mill. The *' Lower Block" con- 
tains one gang of saws, three single saws, one saw, lath mill, 

clapboard and shingle mill. When all the wheels are running in 
the mills they vent, according to the area of the discharge of the 
wheel, about 13,500 square inches. The gates which let the water 
from the flume into the cylinders have a discharge of about three 
times the area of the wheels, making a total discharge of about 40,- 
500 square inches. There are six and a half feet head of water from 



294 HTDROaRAPHIC SUBYRT. 

top of waste dam to apron of mills ; under freshets there are from 
ten to fifteen feet head in flames, at low water about five feet 

Second, the ** Lower Yeazie Water-Power," on the Penobscot 
river ; there is a fall of about six feet in this town from the apron 
of the aforesaid mills to the head of tide, at Eddington Bend, so- 
called ; not at present occupied by any dam or mills. 

All the above property belongs to John W. Yeazie, Esq., and the 
mills are known as the Yeazie mills. 

Yerona — Hancock County. 
Digested from Selectmen's Report. 

TWO POWERS. 

First, '' Bennett's Mills," on a small stream at the eastern side 
of the town ; fall about sixteen feet in six rods. 

Second, two dams, one for reservoir purposes ; a saw mill, with a 
sixteen-foot overshot wheel ; one up-and-down saw, will cut 2,000 
feet of boards in twelve hours ; works about three months in the 
year. 

Stream varies three or four-fold at different seasons of the year. 

Market, Bucksport, by land or water. 

YiBNNA — Kennebec County. 
Digested from Selectman's Statement. 

THREE POWERS. 

First, at Yienna village, on a mill stream, the outlet of two small 
ponds ; fall six feet ; a shingle mill ; formerly a shoe-peg factory. 

Second, above the first, on the same stream, at the village ; fall 
five feet ; saw mill and shingle machine, which operate in time of 
high water, and cut the lumber used in the vicinity. 

Third, on the same stream, above the second ; grist mill ; oper- 
ates nearly all the year by careful husbanding of the water ; fall six 
feet. 

Boulders and some granite ledge. 

Yinalhaven — Knox County. 

[See Appendix.] 
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Waldo— Waldo County. 
Digested from Selectmen's Returns. 

FITE POWERS. 

First, the *' Hawkins Saw Mill," in the northwest part of the 
town, with a pond of thirty acres ; one ap-and-down saw, and stave- 
mill ; saws from &11 to spring ; fed b j a brook. 

Second, on the same brook, above, is the *^ Pitman Saw Mill," 
pond about one acre ; one up-and-down saw ; used from fall until 
spring, part of the time. 

Third, in the northeast part of the town, '< Johnson Saw Mill," 
runs from &11 until about the first of June ; fed by a pond of sixty 
or seventy acres ; one up-and-down saw, stave mill, shingle ma- 
chine ; the pond is fed by the Wescott stream. 

'Fourth, on the same stream, above, is the ''Holme Mills"; one 
stave mill, one saw mill, circular saw ; operates from fall until 
about June ; fed by a pond of fifty or sixty acres. 

Fifth, on the same stream, the ''Ellis Mill"; one up-and-down 
saw, stave and shingle machines ; runs firom fall until spring. 

• 

Waldoborough— Lincoln County. 
Digested from Selectmen's StcUement. 

TWELVE POWERS. 

Eight of the above are situated on the Medomac river, which fulls 
into tide water at Waldoboro' village. 

First, " SprouVs," in Waldoboro' village; fall from ten to fifteen 
feet; runs a saw mill, grist mill, carding machine, plaster mill, 
planing machine, and iron foundry. 

Second, "Soule's," in the village; fall from eight to ten feet; 
oakum mill, carding machine, and clothing mill. 

Third, "Achorn's," about one-third of a mile from village; fall 
from thirty to forty feet ; grist mill, and stave and shingle mill. 

Fourth, " Winslow's," about three miles from village; fall about 
ten feet ; saw mill, stave mill, and grist mill. 

Fifth, "Wagner's" about four miles from village; fall about six 
feet; unoccupied. 

Sixth, "Burns'," about six miles from village; saw mill, grist 
mill, and three stave mills. 

Seventh, "Minks," North Waldoboro'; fall about six feet; stave 
and shingle mill. 
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Eighth, '' Minks," North Waldoboro'; &11 some six or eight feet; 
saw mill. 

Ninth, ^' Weaver's," on a small stream which has no name, about 
five miles from village ; &X\ some eight feet; stave and shingle mill. 

Tenth, ^'Benner's"; we do not know the name of the stream; 
about five miles from village; &11 not repcMrted; sawmill, and 
wo stave mills. 

Eleventh, *' Burkett & Feyler's," on '' Slago Brook," (so-called,) 
about two miles from village, and about three miles from salt water; 
stave mill, shingle mill. 

Twelfth. There is another small power verj near the salt 
water and navigation, formerly occupied, but EOt now; fall some 
four or five feet. 

We have no means of knowing how muoh work any of these pow- 
ers will do. 

Walbs — ANDROscooaiN County. 
Selectmen's Returns. 

ONE POWER. 

On a brook, where some little sawing is done, daring the spring 
snow meltings, and daring the season of freshets. 

Waltham — Hancock County. 

[8e6 Appendix.] 

Warren—Knox County. 
Digested from the Statement of C. T. Bean, Esq. 

TWO POWERS. 

On the St. George river, at the village, the ** Factory Fall"; 
woollen factory, which employs forty hands, nice grist mill, saw 
mill, shingle mill, stave mill, etc. 

One-third of a mile above, the **Knox Falls"; height of fall, 
seventeen feet four and three fourths inches. Improvements ; a 
nice dam, saw mill and powder mills ; power is owned by Hodgman 
& McCallum^ 

The stream is connected with eight or ten ponds in the vicinity, 
in addition to the large number lying about its head waters. These 



BBCBBIABT^ BSPOBX. 297 

ponds empty into the riyer above the falls and are sasceptible, at 
small expense, of indefinite inorease or reservoirs. The facilities for 
artificial reservoirs, also, should these be needed, are very superior. 
The stream being connected with numerous lakes, is constant at all 
seasons. 

The rocks are suitable for building purposes, and the lay of the 
land excellent for the accommodation of mills. 

The use of the power now constitutes the business of the place, 
aside from farming, and although but a fraction of the power is used. 

Market, the product is sold in Rockland and New York. Tide 
waters are within half a mile, and the railroad from Bath to Rock- 
land, now building, passes near the power. 

The large volume of water, the constancy of the flow, the accessi- 
bility of the power, and the facility and cheapness with which it can 
be improved, render this a privilege of quite unusual excellence and 
value. 

Washburn — Aroostook County. 
Digested from Selectmen's Returns. 

ONE POWER. 

*' Salmon Brook Falls," upon Salmon brook; height, twenty-five 
feet in a horizontal run of three-fourths of a mile. 

One saw mill upon it ; the mills formerly upon it were all burned 
in 1864. Turbine wheel employed ; efficiency four to one as com- 
pared with wheels previously used. 

The power, if fully used, would cut 2,000,000 feet lumber, 
1,500,000 shingles, 100,000 clapboards, and grind 500,000 bushels 
of grain. 

Stream connected with a pond 500 acres in extent, the capacity 
of which could be greatly increased by dams ; artificial reservoirs 
could be inexpensively constructed. Perfectly safe from damage by 
freshets. 

Rock, limestone, suitable for building purposes. Improvement of 
the power has doubled the wealth of the town. Annual product of 
the power as now used, but a small part, $5,000. 

Washington — Knox County. 

[See Appendix.] 
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Watbrborough — York County. 
Digested from Selectmen's Returns. 

[See also " Limeriok and Waterborongh."] 
EIGHT POWERS. 

First and Second, on Branch brook ; run three-fourths of the 
year. ' 

Tbird, on the outlet of the Little Ossippe pond; runs four saws 
and one planer. 

Fourth, on Smith brook ; runs two saws through the year. 

Fifth, on the Colcord brook ; one saw ; runs half the year. 

Sixth, on Down's brook ; is not now occupied. 

Seventh, on Johnson's brook ; runs two saws one-half year. 

Eighth, on Roberts' brook ; runs one saw one-half the year. 

Watbrpord — Oxford County. 
Digested from Selectmen's Returns. 

SEVERAL POWERS. 

The larger powers, two in number, are situated in the south part 
of the town, one on the outlet of Bear pond, which itself receives 
the discharge of Moose and Thomas ponds, and one on the stream 
connecting Thon^as and Bear ponds. 

The first mentioned is called the *' Dudley Privilege "; the sec- 
ond, the Hapgood privilege. The fall at the former is fifteen feet 
in four rods; of the latter seventeen feet in the same distance. 
Power at either privilege estimated sufficient to saw 500,000 of 
lumber in a year. 

Only a part of the power employed at either privilege; a saw. 
mill and grist mill on each at present; ample power for others, ''or 
for factories." 

The first power is connected with three ponds whose combined 
extent is 2,140 acres; the second with one pond 484 acres in area. 
The capacity of the ponds connected with the former could not 
readily be increased ; with the latter, at an expense of $800. 

Suitable building stone within a short distance ; land level and 
gently sloping about the falls. Power not yet sufficiently improved 
to affi^ct wealth and population materially ; serves, simply local uses. 

Market, Norway and Bridgton, ten miles each, by road ; Port- 
land nearest city, by railroad from South Paris, and by canal from 
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Harrison ; South Paris twelve miles, and Harrison four miles dis- 
tant. 

No information given respecting the smaller powers. Undershot 
and Breast wheels. 

Particular attention called to the *' Dudley " privilege. This 
has 500 acres of reservoir ; is within fifty rods of the lake, so that 
the delivery of water can be regulated with ease ; in particular the 
mill pond can be dried up day or night in cold weather, and water 
let on in the morning, warm from the pond, and so the formation of 
ice is prevented ; thirdly, it is within fifty rods of the county road 
firom Fryeburg to South Paris, and only ten miles* from South Paris 
depot, and four miles from the head of the Cumberland and Oxford 
canal ; fourthly, a dam can be erected at very trifling expense ; 
fifthly, the owners- desire to sell to any party who will improve. 
Good building stone within thirty rods. 

Other privileges on the same stream further down, equally good ,* 
unimproved. 

Watbrville — Kbnitbbbc County. 

Digested from the Selectmen's Returiis^ and from the Stale- 
ment of John Ayer, Esq,^ for West WaterviUe. 

FIFTEEN POWERS. 

The above are situated on Messalouskee, or Emerson's stream, 
and eight of them at West WaterviUe, so-called ; these, with the 
improvements thereon, will be considered first. 

The distance from Snow pond to Bice bridge, below West 
Waterville,is about two miles, and the total fall nearly 111 feet, 
divided as follows : 

First dam ; at the foot of the pond ; fall, six feet ; owned by Ellis 
Saw Company, and others, 
r Second dam ; fall, nine feet ; owned by Hubbard k Blake, and 
others. 

Third dam ; fall, thirteen feet. 

Fourth dam; and the '^ Cascade Falls"; fall, forty-four feet. 

Fifth dam ; fall, fourteen feet. The Third, Fourth and Fifth, 
are owned by the Dunn Edge-Tool Company ; the total fall being 
seventy feet with the ^* Cascade." 
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Sixth, a privilege, no dam ; fall, eleven feet ; owned by Emeiwm 
&.BIai8deII. 

Seventh, near Bice bridge; a privilege, no dam; &11, ten feet; 
owner not stated. 

Eighth, falls between the dams; four feet descent; owner not 
stated. 

The largest fall in the above series is, as I4>pears abqve,' the 
'< Cascade/' the total fall of which is forty-four feet, in eight rods. 
The stream is about seventy feet wide and flows oyer the dam about 
one foot deep. 

About one-fourth part of the whole power is improved. The 
power is sufficient to saw 40,000,000 feet per annum. The im- 
provements are five dams, saw mill, grist mill, manufactcny, 

tannery, machine-shop, foundry, scythe and tool-shop, etc. 

The Tuttle, Blake and Tub wheels used. The Blake wheel uses 
less water but is not as strong as the Tuttle. 

The improvement of the power has doubled both the wealth and 
population of (West) Waterville. Annual production, $800,000. 

Market, the United States and the Provinces, via Maine Central 
Railroad and connections. 

The above statement applies to West Waterville only. 

The following powers are found upon the same stream at Water- 
ville village. 

Ninth and Tenth, <' Crommett's Mills "; two dams ; on the first 
a saw mill, sash and door factory, and carding mill. The saw mill 
is owned by T. E. & L. E. Crommett ; running the principal part 
of the time through the year. Sash and door factory owned by 
Furbish & Sanders, built last year, and doing quite an extensive 
business. The carding mill is owned by T. E. Crommett. The 
west end of the dam is unoccupied ; owned by T. W. Herrick, 
Joshua Nye, John & C. K. Matthews, with about thirty acres of 
land ; dam twelve feet high. 

Eleventh, a few rods below ; a dam, about eight feet high, on 
which is a match factory, at present unoccupied; Pearson & 
Lord's old tannery is situated on this dam, now owned by S. B. 
Bicker & Co. The head and fall of these two dams is about twenty- 
three feet. 

Twelfth, some three-fourths of a mile further down, the " Paper 
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Mill "; dam six feet high ; owned by J. S. Monroe, of MaBsachn- 
setts. The mill is doing quite an extensive business, running day 
and night through the jear. Nathan Stiles, Agent. 

Thirteenth, some twenty rods further on, the '* Iron Foundry ''; 
dam built by the Fairbanks' establishment of Vermont ; was bought 
out, some twenty-five years ago, by Webber k Haviland, the pres- 
ent owners, who are doing quite a large business, and might do 
much more. The east end of this dam is unoccupied ; dam twelve 
fiset high. 

Fourteenth and Fifteenth, still further on are two good water- 

« 

powers, on one of which is a dam, twelve feet high ; unoccupied ; 
owned by W; B. S. Moore, -and others. 

As appears from the foregoing exhibit, there are ten dams on this 
stream ; five at or near Waterville village, and five at West village, 
with good chances for three or four more. 

The stream upon which diese powers are situated, is remarkable for 
its constancy, being supplied by lakes almost exclusively. The lake 
•chain tributary to it, is reputed to have a length of sixty miles, and 
covers not far from twenty-seven square miles of surface. The lakes 
are very deep, some of them from ninety to an hundred feet, and 
constitute reservoirs of the highest excellence. The total range of 
water on the dams from highest to lowest, is only three feet, or 
thereabout 

The underlying rock is slate, of quality suitable for construction 
purposes, but not the best. Lay of the land about the falls 
&vorable. 

Total annual productions of mills in Waterville, estimated $500,- 
000. 

Watbrvillb and Winslow — EBNinsBBC County. 

From Materials furnished by O. A, Phillips y Esq., and Col. 

H. A. De Witt. 

[See also " WatenriUe," and «« Winslow.^ 
TWO POWERS. 

First. There is now at Waterville a dam on the Kennebec river, 
near the railroad bridge, and built upon the crest of the ledge of the 
*• Ticonic Falls." This dam creates the power which operates the 
several mills below it, consisting of a grist mill, plaster mill, door. 
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sash, and blind fectory, saw mill, and a large wooden mill used for 
catting lumber, &;g. There is a large amount of power not now 
used. 

The dam is built of wood, and averages about five feet in height; 
the head and fall obtained by it being about eighteen feet The 
power now created by this dam on an eighteen foot &11; and in an 
ordinary summer's flow of water, is estimated (by comparison with 
the power obtained at the Augusta dam) at 4,000 gross horse-power, 
as developed at the dam. That is to say : The quantity of water 
flowing in the Kennebec river at Waterville is estimated (from obser- 
vations made in the summer of 1867) at two-thirds the quantity 
passing over the Augusta dam. Hence : if the Augusta power is 
5,000 horse-power on fifteen feet fall in an ordinary summer*s flow 
of water, and this fact has been determined by measurements, the 
present dam at V7aterVille, with two-thirds the quantity of water, 
and with eighteen feet fall, would create 4,000 hor8e-ix>wer, as 
above. 

Second, is another '^ Privilege " on the Kennebec river at Water-. 
ville, just above the present dam, with a head and fall of twenty- 
two feet. The whole power of the two privileges is now in the pos- 
session of the '' Ticonic Water Power Manufacturing Company," who 
have lately completed the purchase of the water rights, river lands, 
buildings, and property necessary to the present development of the 
whole power. The property of the company embraces a river front 
of about one and three-fourths miles, on the east side of the Kenne- 
bec river, and of about three-fourths of a mile on the west side, with 
400 acres of land contiguous te the river and amply sufficient for 
the proposed dams, trenches, mill sites, village sites, farming lands, 
and other appendages of manufacturing towns. 

The company has caused surveys, levels, soundings, cross-sec- 
tions, and examinations of the river and adjacent lands,* te be made 
the past summer (1867) under the direction of hydraulic engineers, 
and maps of the property and plans and estimates for constructing 
the dams and appendages, are now being prepared. The engineers 
report, as a partial result of their examinations, that a total head 
and fall of forty feet can be economically obtained at this 
point, without interfering with the privileges above, and leaving a 
margin of unoccupied fall for future use, if found expedient or 
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desirable. It is proposed by them to divide the whole power iato 
two privileges, with a head and &11 of twenty feet each, by raising 
the present dam two feet and building a new dam above, 800 feet 
long, with a head and &11 of twenty feet This arrangement would 
give, in an ordinary summer flow of water, say 4.440 horse-powers 
to each privilege as developed at the dam, which would drive about 
296,000 cotton spindles with preparation on print cloths. The 
total power of both privileges being 8,880 horse-powers, or sufficient 
for 592,000 spindles. 

The river bed at the site of the propoeed new dam. is of continuous 
solid ledge of hard slate rock, and the banks of the river covering the 
sites for abutments, bulkheads, locks, etc., are all of solid rock, of a 
height suitable for economical construction. The lay of the land 
on both sides of the proposed dam is well adapted for durable and 
economical constmctbn of mills with their necessary trenches, race- 
ways, etc. Materials for construction, such as timber, brick, 
granite and slate, can be «a«ily obtained at low cost 

The Portland k Kennebe? Railroad tracks pass by the side of 
the proposed mill sites, and the railroad company are pledged to 
afford every needed additional (koilities of tracks as wanted. The 
. depot of the Maine Central Railroad is also within convenient dis- 
tance for freight and passenger facilities. 

It is believed by practical men, that the Waterville water-power 
in the Kennebec river, from the amount of constant power furnished, 
the facilities for increasing the power in the future by a pystem of 
reservoirs above, the economy of construction, the convenience of 
location as regards freight and passenger facilities, the advantage of 
a fine farming country around it, and of obtaining plenty of the 
best kind of mill help, is justly entitled to be ranked as one of the 
best undeveloped water-powers in New England. 

Wayne— Kennebec County. 
Digested from Selectmen's Returns, 

TWO POWERS. 

First, *» North W«yne Power"; fall, sixteen feet, in 400 feet; 
owned by the North Wayne Tool Company. 

Second, ** Wayne Power "; fall, twelve feet in three hundred and 
fifty feet ; owned by H. Johnson, Jas. Turner, S. S. Brown. 
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The above powers, are situated on the oailet of a chain of ponds 
seven in number, and extending thirty miles. The ponds are 
dammed at the outlets, at both points, and the capacity of the lakes 
is fully brought out, so far as it can be by improvements in the 
town of Wayne. The flow of water is, of course, exceedingly r^a- 
lar ; freshets produce only two or three times the ordinary flow of 
water, and are harmless. The mills operate all the year. 

No estimate of the power, by measurement, has ever been made; 
but that at North Wayne is judged suflScient to run twelve single 
saw mills, and that at Wayne to run fourteen single saw milla 

The power at North Wayne is all improved, except at times of 
high water or flood, in scythe shops, saw mill, grist mill, and wood 
shops ; at Wayne by grist mill, saw mill, shovel handle shop, and 
sash and blind shops. The power at Wayne is not all used. 

The machinery is not the best for economizing power. The wheels 
are similar to the Blake, Kendall and ^ose pattarns. 

The underlying rook, at North Wayne, is a form of slate, with 
granite in limited quantities. At Wayie, granite suitable for build- 
ing purposes. One-sixth of the basin of the streams is covered with 
woods. 

Lay of the land, at North Wayne, is good ; at Wayne, is very 
superior. At North Wayne, surveys have been made ; at Wayne, 
have not. 

Total annual product at North Wayne, $75,000; at Wayne, 
S35,000. The improvement of the powers has benefited the town 
very greatly ; almost the entire village of North Wayne has been 
built by the Tool Company and their workmen. 

Market, the whole country, by railroad. 

Webster — ANDROScoaaiN County. 
Digested Jrom Selectmen's Returns, 

FOUR POWERS, 

'AH the above are situated upon Sabattus stream, the outlet of 
Sabattus pond. 

First, fall twelve feet; second, fourteen feet; third, twelve feet; 
fourth, eighteen feet 

There are dams and mills upon each fall, but only a part of the 
power is improved. The mills operate all the year. The privi- 
leges are all owned in town. 
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Sabattas pond is six miles lon^ltnd one mile wide on an average. 
Its reservoir capacity conld be considerably increased. Stream very 
safe and constant ; abandant water all the year. 

Bailding stone on the fonrth fall only; there it is abundant 
and good. Land upon each of the falls level and convenient for the 
location of mills. One-third of the basin covered with woods. 

Market, Lewiston, six miles, by road or railroad* 

• 

Wbld— Franklin Countt. 

Digested from Selectmen's Returns. 

FOFRTEElf POWERS. 

The town of Weld is almost entirely surrounded by mountains, 
from which seven streams, converging to the centre of the town, are 
received in the great Webb's pond there situated ; upon six of 'the 
streams are water-powers. 

First, Second, Third, Fonrth and Fifth, on the Houghton brook ; 
one grist mill, four runs of stones ; a saw mill and shingle mill ; a 
sash and door and dimension mill, with shingle machine ; one mill, 
which has been a butter-tub factory, but is now being remodeled to 
a spool factory ,* and another mill in the course of erection. The 
volume of WHteris sufficient to run the mills for the most of the 
year. The descent of the stream is about fifty feet in fifty rods ; so 
that the water can be used over at least five times. 

Sixth, about three miles above, on the same stream, a board and 
shingle mill, known as the ^* Holden Mills," with power sufficient to 
run it most of the year. 

Seventh, on the East brook, which is situated about three miles 
above the Houghton brook, board, shingle, clapboard, lath and 
clover mills. Other miliar might be erected and the water used over 
repeatedly. The volume of water is something greater than that of 
the Houghton brook. This power is situated at Weld cornei:, near 
the centre of the town. 

Eighth, on the same stream one-fourth mile above, a mill with 
machinery for manu&cturing carriages, cabinet work, chairs, kc. ; 
the power is only part used 

Ninth and Tenth, some three miles above, small powers ; a saw 
mill upon one, and on the other a clapboard and shingle mill. 

Eleventh, on the West brook, the volume of water is about the 

• 20 
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same as that of the East brook, being sufficient to carry the ma- 
chinery of a number of mills through the year; the fall of water is 
about twenty feet in forty rods. 

Twelfth, on Snowman brook, a saw, oUpbotord and shingle mill; 
mills can operate nearly all the year. 

Thirteenth and Fourteenth, on the Skoefield brook, small powers; 
a board and clapboard mill, and a threshing machine upon one ; 
upon the other, a clapboard and shingle machine 

On the mountains, which surround this town, is a large amount 
of spruce and hemlock timber ; also bass, rock-maple, beech, birch, 
and white ash, which can be easily conveyed to the mills or the 
pond and run through the outlet. A large amount of, ship timber 
might be obtained. The soil of the town is good for all kinds of 
grain and for potatoes, and there are great fiftcilities for raising 
etock, &c. 

'* The scenery of Weld is very beautiful, the town being nearly 
surrounded by mountains with the pond in the centre, forming a 
vast basin. Almost the whole town is visible from many of the 
summits of the mountains ; among which are Mt. Blue, Hurricane 
;and Metallic. ' Persons acquainted with the White Mountains, and 
other summer resorts, say that Weld would stand in the first rank 
if the accommodations were as good. We hope the time is not far 
distant when an enterprise of that sort will float this w.ij/' 

Wellington — Piscataquis County. 
Digested from Selectmen's Returns. 

SIX POWERS. 

First to the Fourth, inclusive, in the westerly part of the towo, 
on the llegan stream. 

Fifth, on a branch of the Hegan stream, near the centre of the 
town* 

Sixth, on the Carlton stream, in the northeast corner of the town. 
The height of the several falls not reported. 

Two of the powers would saw 300,000 feet of lumber. The 
powers are not all used ; five are improved in mills The mills 
work about one-third part of the year ; one not improved would run 
the greater part of the year. 
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Breast, Stearns and Rose wheels. Basin heavily wooded. 
Annual products, $4,000. 
Market, Bangor and Skowhegan, by road. 

Wells — ^Tork County. 
Digested from the Returns of Oeo. Ooodwin^ Esq, 

FIFTEEN POWERS, SMALL. 

Ten are situated on Little river, two on Ogunquitt river, two on 
Webhannett river, one on Branch river. 

The fall at the various privileges is from ten to fifteen feet ; the 
power capable of sawing 1,000,000 feet of lumber, less or more, 
yearly. It is all improved as now used, with not the best ma- 
chinery. Bose, Centre-vent, Spile-vent wheels. 

Streams not connected with lakes or ponds ; artificial reservoirs 
not feasible. Gh)od granite ; convenient sites ; but little forest. The 
powers give employment to about fifty men for about half of the 
year, and so aid them materially in the way of business. Value of 
lumber sawed, $75,000. 

Market, mostly Boston, by water or rail. 

Wesley — Washington County. 
Digested frtnn Selectmen's Statement. 

ELEVEN POWERS. 

First, '' Bacon Dam," on the Chain lake stream ; seven feet head ; 
flows an extent eight miles by three-fourths mile. A dam is to be 
built to give an eight foot head, forming a large reservoir. There 
are three ponds in the series. 

Second, '' Groves' Dam ''; below, on the same stream ; head of 
seven feet. 

Third, '^Hayward Mill"; below, on the same stream; nine feet 
head. 

Fourth, '^ Joe Hill Dam"; five feet head, on Old stream. 

Fifth, on New stream ; ** Cate's Dam "; nine feet head. 

Sixth, '' College Falls"; on New stream ; ten feet descent, over 
solid ledge, with bank on each side. 

Seventh, on Seavey brook, below the upper Seavey pond ; dam, 
seven feet head. 

Eighth, on the same stream, below the lower Seavey pond ; dam 
seven feet head. 
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Ninth, Tenth and Eleventh, dams on Beaver dam brook, in the 
northeast part of the town. 

None of the power is now improved ; has been in years past in 
saw mills ; these have been burned, or otherwise disabled. 

Market, Machias, twenty miles. 

West Bath— Saoadahoo County. 
Prom the Selectmen's Statement, 

NUMEROUS POWERS. 

<< We supposed that information respecting tide-powers was not 
desired, and therefore have neglected investigating onr resources 
until it is too late for this season. Would say, however,. that our 
tide privileges are numerous ; if properly improved would drive 
sixty up-and-down saws the year round. This is our deliberate 
judgment, though not based upon careful survey." 

Westbrook — Cumberland County. 

The Statement of Geo. W. Hammond, Esq., in behalf of the 

Selectmen of Westbrook. 

TWELVE POWERS. , 

Three of the above are situated on the Presumpsoott river; one 
at Cumberland Mills village, five miles from Portland, on the Port- 
land & Rochester Railroad, and two in the village of Saecarappa, 
six miles from Portland, also on the same railroad. 

First, '* Cumberland Mills Power," a &11 of twenty feet, contain- 
ing fourteen mill-powers, or 2,013 horse-powers, of which about 
one-half is now in use in the manufacture of paper. The mean 
velocity of the stream is 1|'^^ feet per second, or eighteen one-fourth 
inches, taken from five observations, the mean depth of the stream, 
taken 500 feet above the falls, (an average of cross section of 
682 1-2 feet), is S^i^ feet, the width of the stream being 176 feet. 

The mills are owned by S. D. Warren, Esq., and are worked the 
whole year. They give employment to 125 men and 100 women, 
and produce an annual manufacture of over $1,000,000. The im- 
provement of the power has increased the population and wealth of 
the village to a very large extent, there being from 1854 to 1867, 
an increase of resident families from sixteen to sixty-six, and of 
dwelling-houses, for the same period, firom sixteen to forty-eight. 
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The height of diese falls, above the sea, is aboat thirty feet, and the 
range from high to low water is fiye feet. The market is chiefly 
Boston and New York, reached by Portland k Bochester Railroad 
and teams to Portland, thence by railroad and steamers. 

Second and Third, the '' Upper Power," at the village of Sacca- 
rappa has a &11 of twelve feet, and the '^ Lower Power" of nineteen 
feet; containing, respectively, thirteen and eight mill-powers, mak- 
ing a total of twenty-one mill-powers ; of which number thirteen are 
now in use. The cross section of the upper fall is about ten feet, 
and that of the lower eight feet, taken fifteen feet above the falls. 
A small portion only of the powers is improved. 

The several mills are owned as follows : on the northeast side of 
the river, by the -Westbrook Manu&cturing Company and Messrs. 
King k Warren. Those on the southwest side, by Messrs. Warren 
k Walker, the Patent Wire Company, Judge Fitch, Hon. J. Libby, 
and others. 

The following are the productions of the mills and the names of 
those who now are working them, vis : 

The Westbrook Manu&cturing Company, in the manufacture of 
cotton, employing 75 men and 150 women, and producmg over 
$800,000 annually. 

Messrs. Dana k McEwan, in the manufacture of cotton yarn, 
employing ten men and ten women, and- producing over $50,000 
annually. 

Messrs. Warren k Pennell, in the manufacture (ft wire, employ- 
ing firom twelve to fifteen men, and producing about $30,000 
annually. • 

Messrs. S. T. Raymond k Co.; grist and plaster mill ; employ- 
ing six men and producing over $125,000 annually. 

Messrs. Babb ; iron foundry ; employing ten men and producing 
$12,000 annually. 

Messrs. Enowlton Brothers ; machine shop ; employing four men 
and producing $4,000 annually. 

Crowley's laundry, employing four men and two women, and 
producing $4,000 annually. 

Foster's dye-house, employing four men and producing $4,000 
annually. 

Messrs. Warren k Clements, in the manufacture of lumber, and 
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grist mill, emplojiDg about seyenty men and producing about 
$600,000 annually. 

Making the total amount of manufacture about $2,130,000. 

The machinery is for the most part very good for economizing 
power. The wheels used are Gates' centre-vent, Beynolds', Blake's 
and Tuttle's ; but these wheels do not give as good per cent, of the 
power of the water as some of the late improved and more highly 
finished patterns. 

The capacity of the connected lakes and ponds can be increased 
to any extent by additions to present and the erection of new dams, 
&c., at a moderate expenditure. The volume of freshets as com- 
pared with the ordinary volume of the stream, is but little more 
than double. There has been no destruction in past years fit>m 
high water. The stream can be made uniform in its volume 
throughout the year. The lay of the land about these falls with 
reference to the convenient location of mills and workshops, is all 
that can be desired for the most part. The several proprietors on 
this river would be disposed to have surveys taken at their own ex- 
pense for the speedy exhibition of their property. About (me-eigkth 
of the river basin is covered with forest. The height of the river at 
Saccarappa is about sixty-two feet above the sea. The out-cropping 
and underlying rocks, blue trap, are well adapted for rough, strong 
erections. 

Duck Pond stream takes its rise from the pond of the same name, 
which pond is over three square miles in extent and over twenty 
feet average depth. It is supplied chiefly from small ponds and 
springs, and is 171 feet above the level of the sea. The 'stream is 
over ten miles in length from '^ Pride's Bridge" to the pond, and is 
161 feet above the river at this point. The width of the stream is 
pretty uniform at about forty feet. 

Fourth ; the only improved power on this stream is at the outlet 
of the pond. The height of the falls is seventeen feet, and the 
power is estimated at fifty horse. It is owned by the Cumberland 
Bone Manufacturing Company, and is employed in the manufacture 
of bone manure, and of pails and tubs ; employing about twenty-five 
men and producing in the manufacture of bone manure about $25,- 
000 annually, and that of pails and tubs about $20,000. 

Fifth, Sixth, Seventh, Eighth and Ninth ; there are five addi- 
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tional good mill sites on this stream, which with the aid of dams 
would give a fall of from fifteen to twenty- two feet each, and from 
fifty to seventj-five horse-power. About one-sixth of the basin of 
the stream is covered with forest. The population and wealth are 
nearly all due to the power improvement. ' The market is chiefly 
in this State, by teams to Portland. Wheels are Tuttle's and spiral- 
vent. The capacity of the pond could not be increased with advan- 
tage to any great extent There has been no injury in years past 
from freshets. Stream may be made perfectly uniform throughout 
the year. The lay of the land for mills and workshops, good. 
Rock, blue trap. Large quantity of granite very conveuient. 

Tenth, on the Stroudwater river, in the village of Stroudwater, 
about two and one-half miles firom Portland. The falls are twelve 
feet high, end the grist, salt and spice mills upon them, are owned 
by W. H. Stevens. Three runs of stones and three Tub wheels, em- 
ploy about eight men, produce about $20,000 annually ; capable of 
grinding forty bushels of corn per hour The average depth of 
stream is about ten feet, taken 100 feet above the falls. The falls 
are twelve feet above the sea. The market is chiefly Portland, 
reached by teams. 

Eleventh and Twelfth, about three miles further up the stream, 
within one mile from the village of Saccarappa. The upper, known 
as the ^'Johnson Falls,'' is seventeen feet high. The lower fall is 
18 9 high, and is known as the *^ Babb Falls." The height specified 
is attained respectively in a horizontal distance of about 1,000 feet. 
The falls are situated about one-half mile from each other. The 
upper fall is rated thirty, and the lower sixty-three and one-half 
horse-power. 

There is a small threshing and saw mill owned by Rufus Johnson, 
but scarcely in running order yet. No other improvement on 
either fall. The river has only a small flow of water, but there is 
generally a stream of not less than one foot cube. 

Lay of the land eligible for mill purposes. Trap rock ; no injury 
to be apprehended from freshets. The dams for these two powers 
would require but a small outlay ; the water could be taken in a 
penstock, and by so doing a dam one or two feet high, would be all 
that is required. 
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WSST GaRDINBB — KSNNSBEC COUNTT. 

[Set Appendix.] 

Wbston — Aroostook County. 
Siaiemeni of Selectmen. 

TWO POWERS, SMALL. 

First, on Gold brook, ia the northwest comer of the town, with a 
privilege on it that hae ran a saw mill perhaps eight or ten weeks 
in a season. 

Second, formerly a grist mill on Trout brook, in the soathwesfc 
part of the town, that would grind a few weeks in a season. 

Westport — ^Lincoln County. 

[Sea Appendix.] 

Whitefibld — Lincoln County. 
Digested frem SehctmmC s Returns. 

NINE POWERS. 

First, on the Eastern branch of the Sheepscot river at the ei- 
treme northern limit of the town, a fine mill privilege, with a saw 
mill, grist mill, shingle mill and other machinery. Not occupied 
upon the western side. 

Second, twenty rods south of this point, another good privilege; 
a shingle mill and grist miH. 

Third, three miles south, on a small stream flowing out of Pleas- 
ant pond, another fine privilege within twenty rods of the main river ; 
a saw mill and shingle mill. 

Fourth, one mile south of this point, on the main river, another 
fiue privilege; a saw mill, shingle mill, grist mill, carding and 
clothing mill. 

Fifth, on the western branch, some two miles north of this point, 
a good privilege ; formerly a saw mill. 

Sixth, south of the Fourth, about throe miles on the main stream, 
another good privilege ; formerly two saw mills. 

Seventh, one mile south of the last mentioned point, there is the 
best privilege on the river ; formerly two saw mills, grist mill, 
box mill, shingle mill and blacksmith shop. 

Eighth and Ninth, about two and one-half miles still further 
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^ south, another good privilege. Id the sontheastem part of the town, 
on a small stream flowing into the main rirer, another privilege ; a 
saw mill, with circular saws, and a shingle mill. 

Tenth, on another small stream, flowing into the main river^ near 
the centre of the town, about one-half mite north of No. Seven, is 
another privilege, on which there is a shingle mill. There are some 
other good privileges, on the main river, that have never been oocu- 
pied. 

The head and fall of all the privileges on the main river, will 
average ten to twelve &et The volume of water, and the amount 
of machinery that it is capable of driving, I am unable to state, as 
there has been no survey made ; suffice it to say that the river takes 
its rise in what is called Long pond ; it will drive as much ma- 
chinery as any other river in the State of its size. 

WflrriNO — Aboostook County. 

[S«e Appendix.] 

Whitnbyvillb — Washington County. 
Digested from Selecimen^s Returns. 

ONE FOWER. 

The '' Middle Falls," or <' The Mills," on Maohias river. Height 
ten feet in a distance of fifty rods. The dam is fifteen feet high, 
and ponds the water back five or six miles. Improvements, three 
gang saw mills, five single saws, four lath mills, one shingle and 
one clapboard mill. Mills work about half of the year. Shingles* 
and laths are sometimes sawed in the winter. The Steams wheel 
used. Power owned by an association known as the Whitneyville 
Agency. The members of it reside part in Whitneyville and part 
in Boston. 

The power with the present machinery, dams, etc., would saw 
10,000,000 of long lumber, 10,000,000 of laths, 800,000 shingles, 
and 50,000 clapboards. In 1866 the mills cut 11,000,000 long 
lumber, 11,000,000 laths, 800,000 shingles, some clapboards, and 
a few thousand spool bolts. 

The power is capable of large increase by the improvement of the 
lakes and the construction of a better dam. Six hundred acres of 
artificial reservoirs might be constructed. With a gqod dam, a 
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gang and single saw, and lath mill, coald andoabtedly run thrmigh 
the whole summer. Most of the lakes are dammed, bat only for 
log-driving purposes, and of course the water is not available to anj 
considerable extent for the mills. 

The power as at present improved is about all appropriated. Pro- 
prietors would probably be disposed to bear part of the expense of a 
survey. ^^All the wealth here has come from tho improvement of 
the power.** 

Market, by railroad to Machiasport, seven and a half miles dis- 
tant, and thence by sea, in vessels of all sizes, to all quarters. 

Williamsburg — Piscataquis County. 
Digested from Selectmen's Returns. 

THREE POWERS. 

First, on the west branch of Pleasant river, at the month of 
Roaring brook ; would drive a saw mill and grist mill all the year. 
Unimproved. 

Second, on Roaring brook, two miles from its mouth; would 
drive a grist mill and saw mill one-half of the year. It is entirely 
unimproved. There might ie an artificial reservoir. 

Third, on Whetstone brook; a saw mill about going ap, with 
shingle machine ; will operate about half of the time. 

First and Second are in the unbroken wilderness. 

Wilton — Franklin County. 

Digested from the Rettims of Maj, John U, Witlard^ En- 
dorsed by the Selectmen. 

TEN POWERS. 

All tho above are situated on Wilson's stream, the outlet of Wil- 
son's pond, in the south part of the town, which forms the reservoir 
for the powers at and below the outlet. 

This pond, according to the town plan, contains 890 acres ; but 
the surface now flowed by the dam, which is five feet six inches 
high, is much greater. The pond is very deep ; in one part no 
bottom can be found with a line 175 feet long. This great body of 
water retains the heat, so that there is no trouble from ice at the 
mills near the pond. North Pond discharges its water into Wilson's 
stream, above East Wilton. The area of this pond is nearly as 
great as that of Wilson's. 
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First, at the outlet, an old grist mill and saw mill standing, but 
not no^ used. The Woollen Manufacturing Company at East Wil- 
ton has purchased the land and privilege, and now use the pond as 
a reservoir for the powers at East Wilton. Fall from eleven to 
fifteen feet ; occupied by saw mill and shingle mill, with right to 
draw one and a half feet below top of dam ; will saw 3,000 hem- 
lock and 5,000 shingles per day ; except in severe drouth can saw 
most of the time summer and winter. Flouring mill with four runs 
of stones and cleanser, now used for custom work only. This mill, 
with all gates hoisted, draws 277 inches water. Mr. A. Wilkins, 
the miller, estimates that he could run his mill six hours per day 
with a full head from all his gates, after the saw mill has to stop. 
Starch factory, with right to draw sufficient water for the same nine 
months in the year. 

Second, with seven and a half feet &11 ; Brown's planing ma- 
chine and furniture manufactory ; also, Fumel's planing machine. 

Third, estimated fall eight feet; Furnel's woollen factory, ma- 
chinery not yet in. 

Fourth, fall six feet; Sullivan's carding mill and planing ma- 
chine. 

Fifth, fall five feet; Bass' tannery. 

Sixth, fall fifteen feet ; unoccupied ; F. Bobbins. 

Seventh, fiill ten feet ; Bartlett's saw mill, threshing machine, 
&c. 

The foregoing powers are all within three-fourths of a mile of the 
pond, and amount to but 66^ feet, reckoning the grist mill to top 
of dam fifteen feet. The fall from Wilson's pond to the first mill- 
pond at East Wilton, a distance of about three miles, is 150 feet, 
according to two surveys. 

There is one good power between C. Bartlett's mill and East 
Wilton. One or two others of about three feet may be had. 

Eighth, fall fourteen feet, at East Wilton ; Holt's scythe factory. 
Harper's saw mill, spade-handle factory, &c.; plenty of water year 
round. 

Ninth, fall thirteen feet ; Wilton woollen factory ; three sets ma- 
chinery, forty inch, now run. Mr. Townsend, the agent, says there 
is plenty water to run five sets. 

Tenth, fall ten feet ; Swayne's estate ; grist mill, one run stones, 
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shingle machine and threshing inaehin& In addition to tlie vater 
of East Wilton, this power has the water from Pea's pond, liiiietf- 
nine acres. 

WlKDHAM — GUMBBBLASD CSOUHTT. 
[See Appenilii.] 

WiHBSOB — Ebnxebeg Gouhtt. 

[See Appewliz.] 

Wnra — ^Pknobscot Couhty. 
Digested from the Returns of Winn. 

[See alio *« Chester and WiBB."] 
FOUR POWERS. 

First, ''Gordon Falls," on the Hattawamkeag river ; &I1, 100 
feet in two miles. Power, that of the whole Mattawamkeag river 
a little abo?e its oonfloenoe with the Penobscot. 

Second, '* Upper M^ttakeunk Falls," on the Mattakeonk river; 
fidl, fifty feet in 100 rods; saw milL Otherwise totally unim- 
proved. 

Third, " Lower Mattakeank Falls "; fiJl, fifteen feet in 125 rods ; 
not improved. Aboat 500 square inches of water. 

Fourth, Rapids on Salmon stream; saw mill; otherwise not 
used ; will operate about half the year. 

All the powers, except the last, will carry a large amount of 
machiney all the year. An insignificant portion of the power is 
now improved. Granite and slate rock abundant; sites excellent, 
in every case; proprietors would, doubtless, aid in a survey. 
Nine-tenths of the basins of the streams are covered with wood. 
Yearly products of mills, about 1,000,000 feet lumber. 

Market, Bangor, by Penobscot river. 

WixsLow — Kennebec County. 

Digested from Selectmen s Returns^ including a Plan of the 

Water-Power. 

[See ftleo •' Wetenrille and Winilow.''] 
SEVEN POWERS, AND MORE. 

First, on the Mill brook, fed by large ponds in China. " Upper 
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Dam "; a woollen factory, owned by J. D. Lang; tarns oat eighty 
dollars per day of manafactares when in operation. Peg Sustory on 
the other side. 

Second, '- Second Dam "; no machinery in operation. 

Third, *'Haydon*s Dam"; saw mill, shingle mill, threshing 
mschine, picket mill, and the power is bat partially ased. 

Foarth, '^Fourth Dam "; saw, shingle, picket and lath machine; 
power part ased. 

Fifth, on the outlet of Pattee*s pond ; grist mill and shingle mill ; 
formerly a saw mill ; power only partially ased. 

Sixth, on the outlet of Webber's pond ; a saw mill ; can operate 
one saw. 

The Sebasticook river falls twenty feet in passing through the 
town; has a ledgy bottom at points, and could, doubtless, be 
damned, and would yield large amount of power. 

WiNTERPORT— Waldo County. 

[Seo Appendix.] 

WiNTaROP — Kbnnbbec County. 
Digested from Selectmen's Returns. 

8IX POWERS. 

*< We have quite an extensive manufacturing business in town, 
worked by an excellent water-power, situated at the village, and 
between the two ponds called North and South." 

First, a woollen fiictory, about fifteen feet head and fall ; manu- 
factures blankets, &c.; uses 400 lbs. wool per day, and pays $100 
per day for labor ; amount of goods sold per annum, $150,000. 

Second, a grist mill of aboat the same power, and a bark and 
foiling mill, on same dam. The grist mill grinds 12,000 bushels 
of grain of all kinds per annum ; the bark and fulling mills are un- 
employed. 

Third, a saw mill and cotton factory, same dam, about twelve 
feet head and fall ; mill saws about 200,000 feet of lumber annu- 
ally ; the factory makes cotton yam and lines ; amount of goods 
manufactured and sold, $75,000. 

Fourth, '* Whitman's Agricultural Tool Jfanufiictory" manu- 
factures cider mills, horse and hand rakes, planing, threshing and 
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niriiuiwiiig ifjiuihiu6i, &c*, &c.; iron machine fibop. fasodij. ic, 
c<iiiiifccU:<l, aiid a uaw mill on the same dam ; aboat the same as the 
ottifcr privil<rg<$ii for power ; the mill cats oat 500,000 lumber per 
year. Tho agricaltural implements, &c., mannfiietiired and sold, 
auiourit yearly to from $75,000 to $100,000. 

Fifili, on a amall stream leading from Carlton pond, in East 
lieatlflisM, and emptying into Narrows pond ; is used only a part of 
tliti yisar ; occupied by Jacob Pope of Manchester, to polish and 
fiiiisli bay-forks, &c.; formerly used for a saw mill. 

Hixtli, oti a Huall stream leading from a small pond in East Win- 
tkrop, and emptying into the Cobosseecontee or Winthrop Great 
pond, used by Parlin Brothers for grinding bark, &;c., for a tan- 
nery. 

WwcASSKT— Lincoln County. 
Digested from Selectmen's Returns. 

First to Eighth inolasive, on Mt. Sweag stream; all have been, 
in tiniea p»»t, improved; only one at present, McKenney'e grist 
mill; six or seven feet fall; grinds six^ months in the year; 
(uverugo) about ten bushels per hour. 

TUii otliiT mills, saw and grist, have all been carried away or 
burnei) ; height of fall at other places before dams were carried 
away, five to ten feet; average six, and about the same power of 
the ouo now standing. One of the mills sawed 100,000 feet boards^ 
etc., t>er year. 

N inth, in the eastern part of the town ; Wright's grist and plaster 
null ; Yi\rx\y a tide-mill ; grinds fifty bushels com to a tide. Keo- 
ilall wheel ; fintls it much better than the Partridge or Atkins 
whivl for ii\le wheel 

IVnth, Klt^venth and Twelfth, tide mills, south part of the town; 
s.^w tVoiu 100.000 to 500,000 feet per year. 

Woouci'rocK — Oxford CorNXT. 
Ihiitifted />w/» S(fk'ctmens Returns. 

KOI K l»l>WKRS. 

First, ou Concord river, the outlet of two ponds, called Litcle 
Concord ami Ureat Concord. The capacity of these ponds migjit bw 
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increased with small expense. The location is poor, being six miles 
from any market, and a bad road; '' Perry's Saw Mills"; operate 
three or four months in the year. There is a large quantity of 
spruce and hemlock in the vicinity ; also a sdmII amount of pine. 

Second, a small power at the outlet of Bryant's pond ; two miles 
from Bryant's pond village, on the Grand Trunk railroad. Crood 
location as respects market ; some timber in this vicinity ; privilege 
not improved. It offers decided advantages for manufacturing upon 
a small scale. The capacity of this pond could be increased without 
a very heavy expense ; indeed it has already been considerably in- 
creased by a company located at South Paris, who are engaged in 
the manufacturing of flour upon the Little Androscoggin; one 
branch of which is the outlet of Bryant's pond. There is a great 
quantity of granite in the vicinity, and of good quality. 

Third, a small power on a branch of the Little Androscoggin 
river; it is convenient to market. ' 'Andrews' Mill," for sawing 
boards, and manufacturing cofiBns, sash, doors, &;c. But a small 
amount of timber in this vicinity ; saw mill operates two or three 
months in the year. The power is formed by the union of two 
brooks called the Perham and Perkins brooks. 

Fourth, at North Woodstock, a small power on a branch of the 
Little Concord river. The location is a good one, two miles from 
Bryant's Pond station on the Atlantic k St. Lawrence railroad. 
** Crocker's Saw Mill," not used now. * Considerable timber in this 
vicinity, and we think the location oSirs advantages to any one who 
would engage in the manufacturing of lumber on a limited scale. 

The natural falls at these privileges are slight, their capacity 
being increased by dams. Wheels and machinery are not, generally, 
of the most approved kind. Freshets have done but slight damage 
in years past, although the streams are from mountains, and during 
heavy rains pour down great volumes of water for a short time. 

Woolwich — Sagadahoc County. 

[See Appendix.] 

Yarmouth— Cumberland County. 
Digested from Selectmen's Returns. 

SIX POWERS. 

They are called,— one, "Gooch's"; four, *' Baker's"; one, the 
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''Factory Fall." All are situated on Rojars river; combined 
height, sixty-six feet in one mile. 

Power estimated sufficient to grind seventy-five bushels of grain 
per hour each. Power is not all improved ; mills work all the 
year ; machinery not the best. 

Stream connected with three small ponds. Range from lowest to 
highest water, eight feet. Efiect of the improvement of the power 
upon the wealth of the town, excellent. 

Market, Portland, by G. T. R., and by sea. 

York — ^Tork County. 
Digested from Selectmen's Statement. 

TWO POWERS. 

First, " Chase's Wool Factory," upon a fall of nineteen feet, on 
the outlet stream of Chase's pond, 350 acres in extent. A 
pond above, of 100 acres, might easily be drained into Chase's pond. 

Second, two miles below, *' Webber's Mills," on a fall of thirty- 
five feet ; saw mill, grist mill, and shingle mill. 

None of the mills work all the year. 



APPENDIX. 



The following returns were made too late for incorporation with 
the main bodj of the Report. 

A large amonnt of information has been colleoted respecting the 
waters-powers on the npper sections of the Eennebec, Penobscot 
and Androscoggin, and in the region of the Aroostook, AUaguash, 
St. John and Fish rivers, which is not, at the date of issne of the 
Report, ready for publication. A considerable number of plans of 
towns with the locations of powers, both the used and the unused, 
marked thereon, have been sent in. In response to the circulars 
issued Haj last. • These are needed for the completion of the 
Water-Power Hap, except in cases where the location of the 
powers is given on the County Map or in the Report. 



Amherst — ^Hancock County. 

ff 

From ihe 8^lecimen?s SUUemeni. 

SIX FOWERS. 

First, " Buszell's Tannery," which operates all the year and uses 
1,500 cords bark. Saw mill which operates six months. Sitpated 
on the west branch of the Union river. Abundant water except in 
a severe drouth. 

Second, above on the same stream, about midway its course in 
the town, '' Silsby's Falls," not now used. Mills burned down. 

Third, upon Spring brook, a site for four shingle mills, power 
six months of the year ; not used. 

Fourth, upon Half-mile brook, power for a shingle mill four 
months ; not used. 

Fifth, on Warm brook, power for a shingle mill four months ; 
not used. 

Sixth, on Chick's brook, grist and shingle mill; water six 

months. 

21 
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AtHKNB — SOMKRSR -GOUNTT. 

From (he Statement of WUHdm McLaughtin, Esq., wUh Plan of the 

Water-Powers. 

FIVE POWERS. 

First, on the outlet of Wentworth pond, a iribatary of the Wes- 
seransett river, about a mile and quarter below the pond, twelve 
feet &11 ; a dam and saw-mill. 

Second, just below, nine feet fall ; gnvt and shingle mill. 

Third, below, eleven feet fidl ; shingle mill. 

The above mills, known as " Fellows' Mills/' are all within a 
distance of thirty rods. The pond covers 825 acres, and by small 
outlay might be converted into a reservoir ample for the supply 
of the mills at all seasons of the year. 

Fourth, at the village, on the Wesserunaett river, ten feet feD, 
part natural, with machinery for manufecturing lumber ; carding 
and fulling mill. 

Fifth, twenty rods below, fourteen feet fell ; floor mOl, large 
lumber mill, planing machine, etc. Only part pf the power used. 
This is regarded an excellent site for a cotton or woollen mill. 

Oanton — Oxford County. 
Digested from the Statement of the Selectmen. 

SIX POWERS. 

First, " Capen's fttps," On the Androscoggin Hver. Fall six to 
ten feet in ten rods. A saw-mill was formerly operirfdd at dils 
point. A substantial dam can be erected here, and ati excellent 
water-power esta{>llsfied. 

Second, "Canton Mills," upon the outlet of Wliitney pond. 
Height of the falls, eight feet, in a running distance of three rodi. 
One tip and down saw, a shingle saw, cuttinj^-oflr siw and l4th 
machine, operate from three to six months in a year. Alsd 4 imsli 
tannery and a grist-mill with four runs of stoned and one bolt ; 
grist mill operates the whole year. 

Whitney pond is neiirly 2| by f miles. By nieans of itani the 
power can be increased, not materially, however, withoht dainiige 
by flowage. No loss by freshets when the dam is in good order. 

Third, fifteen rods below the saw and grist-mill, a fall of three 
feet vertical, with a dam to add seven feet head. A foundry, with 
the first right to draw the water, two large planers, one small do., 
one iron lathe, one wood do., and various saws, all of which may be 



propelled at the same time. Acroaa the stream is a carriage man- 
uUctorj with necessary saws and lathes. 

Fourth, " Stubbs' Mill/' npoxi the oatlet 0|f Diz pond ; fall 
twenty feet ; overshot wheel, on which twenty-nine cubic inches 
of water carry the board ^w. An np and down saw, shingle saw, 
bolting saw, and a machine for sawing boz-bo^ds. 

Fifth, between this and the pond, has the same attitude and is 
not used. A dam controls the water in the pond without damage 
to any land owner and might be made to hold it still higher. 
There is no brook running into the pond, which is fed by springs 
and is about one-half mile in length. 

Sizth, " Howe's Mill,'' on Howe's stream ; fall fifteen to twenty 
feet ; stream small, and a dam would cause the flowage of a large 
tract of valuable meadow ; saw mill and grist mill which operate 
part of the year. 

Market, Portland, by the Portland and Ozford Central and the 
Grand Trunk Railroads, also by the Androscoggin Baihroad and 
its oonn^tions. 

FOBT KbNT PLANTAnON — AbOOSTOOX OqUNTT. 

From the Statement of Wm. Dickey, Esq., ami WalHng'B Map. 

POUR POWBRl. 

First, " Fish River Mills," on the Fish river, one mile above its 
junction with the St. John ; eighteen feet Ml. At eztreme low 
run there are twenty feet of water — i. e., a penstock five by four 
feet ffaU. The low-run volume of water, by the improvement of 
eighty-two square miles, more or less, of lake suifhce above, might 
be increased several hundred per cent. A dam at the outlet of 
the lower lake alone, Eagle lake, ^irhioh coverp not less than 
twenty-two square miles, jronld give a v^t lunouut of water at 
all seasons. 

This power is now improved in several siogle saws aqd a gang, 
also a.0ne grist mOl with four runs of 8|tonas. 

The water in winter is warm, being fresh fiom the Iftke; ice 
nevQT gives much trouble. The power is nevef iiguriously affected 
hiy freidiets. 

With suitable improveo^qnts on the lake above, this would make 
a power admirable in all respeqts and adequate fbr the mies of a 
large manufiu^toring corporflion. 

Second^ '' Fish Biv^ Bspids," on the St. fToha river, about a 
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mile below the confluence of the Fish river. Thia, apon improve- 
ment, would make a very fine power. The dam would need to be 
constructed with large locks to allow the passage of timber rafts 
and tow boats. 

Third, " Upper Hips/' on St. John river, about a mile above the 
junction of the Fish river. 

Fourth, *' Lower Rapids,'' on the St. John river, in the north- 
east corner of the township. 

FOXCBOFT — FiSGATAQDIS CODHTY. 

Digested from Seledmen^a JSetums. 

SEVERAL POWERS. 

First, " Fozcroft Dam,'' on Fiscataqnis river, at the village. 
Upon this are located mills as follows : 

Carding mill, .... 
Saw, shingle and clapboard mill. 
Tannery, .... 
Woollen factory. 

The above are never obUged to shut down for lack of water ex- 
cept in severe drouth. 

The following three mills use the surplus water ikom the same 
dam ; are generally obliged to shut down ^ye weeks in the year 
from scarcity of water : 

Sash and blind factory, 

Iron foundry, .... 

Machine shop, 

'' Blethen's Mills," as follows : 
" Blethen's saw and shingle milb," . 9 

Operate four months annually. 
" Jordan's grist miU," . 86 14 

Operates all the year. Oould have one hundred inches nine 
months of the year. 

Second, " Fratt's Rips," on Piscataquis river, a mile above the 
Foxcroft dam. It is well nigh as valuable as the latter, is well 
situated and adapted for improvement. The land lies &vorable 
for the location of mills. No part of the power is used. 

Third, Fourth, Fifth, etc., etc., situated upon Weston and Chase 
brooks. Former drains Weston pond, one by three-fourths miles. 
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which could be raised six feet without flowiug more than two 
acres. The latter drains Snow's pond, one-half bj one*fourth 
miles ; pond might be raised indefinitely. The mills upon these 
brooks could operate nearly all the year, if the water were suitably 
used and economized. * 

There are several privileges upon the Hammond brook. 

A large variety of wheels used; the " Tyler" most esteemed. 

Market, chiefly in' the county. The products of the woollen 
factory go in part to Boston and New York. A railroad from this 
town (the terminus) to Bangor will be in running order next year, 
(1869.) 

Abundant granite for building purposes accessible conveniently. 

A large artificial reservoir for the Piscataquis river could be 
constructed in the town of Abbot, twelve miles above. 

Harpswbll — Cumberland County. 

Fro^n the Statement of the Seledmen and of Messrs, True d Co., 

Portland, 
SEVERAL POWERS. 

All are tide powers, several very excellent ones being unim- 
proved. 

First, " Gasco Bay Mills," at the lower Narrows of the "Basin," 
in the southeast part of the town. Length of dam, two hundred 
and seventy-five feet ; height above low water, twelve feet ; mean 
rise of tide, nine feet. Area of pond, two hundred acres ; about 
one-fourth filled at low water to about fifteen feet depth. Mill, 
forty-five by fifty feet, three storied ; Ryder turbine, Sifij horse- 
power. Buildbg willaccommodate three wheels and six runs of 
stones. Capacity of privilege fully developed, estimated at 600 
horse-power. Privilege situated on an excellent harbor ; vessels 
of 8,000 bushels grain capacity discharge directly into the mill. 
Fourteen miles from Portland. Owned by Geo. W. True & Co., 
Portland. 

Second, at " Mill Cove," grist mill and saw mill. 

No information respecting the other privileges. 

Matiuld— Somerset Countt. 
Selectmen's Statement, 

FIVE POWERS. 

First, operating a saw and shingle mill four months yearly, in 
the southeast part of the town. 



836 



HTBROG&APJBIC SURVBT. 



Second, Bhingle and lath mill la the southwest part of the town, 
operates four months. 

Three good mill-sites on the Austin stream, in the northwest 
part of the town. Unoccupied. Stream fed by four ponds, whose 
area is, all together, three square miles. 



UNREPORTED TOWNS. 

Circulars were issued to four hundred and twenty-five towns and 
plantations. Of these, returns have been received from three hun- 
dred and eighty; leaving four hundred and ninety-nine towns, 
plantations and townships, (out of the eight hundred and seventy- 
nine in the State) chiefly townships, in the sparsely inhabited and 
wilderness districts, unreported. Of the municipalities to which' 
circulars were addressed, the following have made no returns : 



Androscoggik Goumtt. 
Auburn. 

Aroostook County. 

Alva Plantation. 

Amity. 

Benedicta Plantation. 

D'Aigle Plantation. 

Grant Isle Plantation. 

Madawaska Plantation. 

Maysville. 

Monticello. 

Orient. 

Perham. 

Smyrna. 

CUMBIBLAND OOUMTT. 

Casco. 

Otisfield. 

Sebago. 

Hancock Oountt. 

Aurora. 
Eastbrook. 
Eden. 
Waltham. 



Eknkkbec County. 

Albion. 

Unity PlanUtion. 
West Gardner. 
Windsor. 

^NOZ COUHTY. 

Thomaston. 
Viqalhaven. 
Wf^hington. 

Lincoln County. 

Bristol. 

Manhegan Plantation. 

Westport. 

Oxford County. 

Andover North Surplus. 

Fryeburg. 

Oxford. 

Peru. 

Riley Plantation. 

Stoneham. 

Penobscot County. 

Bradley. 
OnrroU. 
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PiKOBSCOT Co. 


, {Oontinued.) 


Waldo Co., {OanHnued,) 


Charicston. 

Chester. 

Clifton. 


1 

1 


Northport. (Returns received, 
bat too late for publication.) 
Thomdike. 


Edinbnrg. 

Etna. 

Oreenbnsh. 


1 


Unity. 
Winterport. 

• 


Hampden. 

Hadson. 

Milford. 

Oldtown. 

Springfield. 

Stetson. 


4 
1 


Washington County. 

Bedding^n. 

Crawford. 

Cutler. 

Jonesborongh. 

Lubec. 


Piscataquis County. 

Kingsbury. 
Omeville. 


Pembroke. 

Trescott. 

Whiting. 


SOMBBSET COUKTY. 

Lexington. 


York County. 
Alfred. 


Waij)o 
Frankfort. 


County. 


Dayton. 
Kittery. 
Lyman. 



WALTER WELLS, 
Secretary Hydrographic Commission. 
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